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| [Extract from the Laws of | 
Massachuseits. | 


Whoever wilfully and maficiously, er 
wantonly and without cause writes upon 
injures, @efaces, te4'8 or desliovs any &O0k, 
| Dlale, picture, engraving er statue, beranging | 
te any law tewn, o/ty er ether pudlia librery 
| shall be punished by a f neef net lees then 

five dellare ner mere than fifty dellars, ov 
imerisenment in jail net exceeding six 
monthe fer every such affence. 
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REPORT 


OF THE 


WATER COMMITTEE 


OF THE 


TOWN OF MIDDLEBOROUGEH. 


The committee appointed by the 
town to consider the subject of a 
water supply for the villageyand also 
to obtain from the legislature an act 
to supply the inhabitants with pure 
water for domestic and manufacturing 
purposes, and also for the purpose of 
extinguishing fires, beg leave to pre- 
sent the following report for the con- 
sideration of the citizens of the tuwn, 
in print. 

Your committee, after a careful 
and patient hearing before a commit- 
tee of the legislature prepared a bill 
to supply the town of Middleborough 
or the Middleborough Fire District 
with a supply of pure water for the 
purposes and uses set forth in the 
bill, a copy of which is now on file in 
the town clerk’s office. This bill 
passed both branches of the legisla- 
ture and was approved by the Govy- 
ernor about the sixth day of March 
last, and isnow a law, subject how- 
ever to the acceptance of the town. 
In framing this act we were governed 
by two considerations. One was to 
afford some speedy protection to the 
vast amount of property in the village 
exposed to the ever present dangers 

of fire, and also to furnish our manu- 
facturers with a necessary supply of 
water to enable them to conduct 
their business operations with more 
regularity and less embarrassment on 
account of the scarcity of water; and 
we were also mindful of the fact that 
last year our people were subjected 
. to great inconvenience and discom- 
fort, from the scarcity of a proper 
«ater supply, and were compelled, in 
many instances, to use water which 
was polluted and unfit for domestic 
uses. 
The other consideration was to se- 
re for the town a permanent source 


of supply, which should combine the 
following advantages, to wit: The 
quality of the water must be good 
enough for the most delicate uses. 
There must be a supply sufficient to 
meet all future demands, and there 
must be no liability of future pollu- 
tion. All these requirements we 
think we have met in the bill which 
we have obtained. 

In order to meet the first consider- 
ation, we drew a bill with an alter- 
native, limiting the time within 
which the town may accept the act 
to 90 days, and should the town fail 
to accept it within that time, then 
the Fire District is authorized to ac- 
cept it and assume all the rights and 
liabilities contained in the act. The 
time for the acceptance of the act by 
the town was limited to 90 days, be- 
cause the committee deemed it of the 
utmost importance that the question 
should be settled with the loss of as 
little time as possible, so that the re- 
lief and protection which is sought 
from the town, might be granted by 
the Fire District or by a private cor- 
poration in the event of the failure of 
the town to accept the act. The act. 
to become a law whether the same is 
to be voted on by the town or by the 
Fire District must be accepted by a 
two-thirds vote. 

To meet the second consideration 
the source of supply is confined to the 
Nemasket river or any of the springs 
or natural brooks within its water 
shed, in Middleborough, or to Assa- 
wampsett pond. Your committee, in 
locating the source of supply within 
these limits, have carefully consider- 
ed the necessity of a permanent and 
unfailing supply of pure water, well 
adapted to the most delicate domes- 
tic uses, and we are confident that 


“will secure to Middleborough a water” 
supply, which in quality and quantity ~ 
‘is eqwalito.any other im the state. . 
And in view of the fact that the ar lac! eff 
éient protection against fire, that last 
‘fall the insurance eompanies made 


‘ 
! 


ig 
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cities of New Bedford and Taunton 
are now authorized by law. to take 
their water supply from the great 
ponds, the committee deemed it a 
favorable opportunity to secure to 
the town, by law, an equal’ right in 


the waters of said ponds, whether the 


town‘ use such right or not, before 


other thirsty communities were al- 


lowed to draw from its supply. 
In estimating the advantages of a 


public water supply to a community 
like ours, in stimulating, m ‘promot- 


ing its health, in securing greater 


“protection to property against fire, in 
_ enhancing its value,and in greatly con- 
_tributing to the comfort and eonven- 

jience of the people we refer to the 


_ following extract from the report. of 


ome 


ee is at 


Percy M. Blake, Esq., of Hyde Park, 
‘to a committee of the town on the 
same subject five years ago: 


“Tt has become a well established fact 
that an abundant public water supply is 
one of the essentials to the. growth and 
maintenance of a manufacturing town. 
That it promotes the health of the inhab- 
itants,reduces the labor of domestic oper- 
ations, facilitates manufactures of all 
kinds, invites new enterprises, attracts 
outside capital, and protects the valuable 
property,the accumulation of many years, 
from destruction by fire. So marked are 
these advantages in many cases, and so 
rapidly do results hardly anticipated by 
the most sanguine promoters of the 
scheme follow the introduction of water 
in most manufacturing towns, that every 
year finds the number of the towns and 
villages thus supplied, increasing. In 
many instances,topographical conditions 
have made such projects expensive in 
construction and maintenance, yet towns 
have voluntarily undertaken the enter- 
prise and incurred the expense for the 


sake of the great benefits which they 


knew would follow. .* * * The 
modern system of distributing a supply 
of pure water in lines of piping Maid in 
the streets below the frost level under a 
pressure sufficient to deliver it rapidly in 
any part of a building at all times, be- 


sides. offering a convenience to house- 


keepers, business men, and manufactur- 
ers which has only to be used once to be 
appreciated, avoids all danger of a pollu-- 
ted water. Such a method reduces the 
labor of drawing water to the simple 
opening of a faucet, saves all the expense 
of pumps, wells and cisterns, and sup- 
plies the upper rooms of a building with- 
out effort on the part of the tenant or 
manufacturer. If these considerations 
of health, convenience and economy are 
so great, what must be allowed for the 
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‘in the choice we have made, our bill compléte protection agaiust fire which « 


thorough distribution of water through 
out a village ensures? One of the prac- 
tical considerations under this head’ is 
the saving in insurance rates.” 


Such has been our lack of am. effi- 
0 


a yre-adjustment, and increased 
the rates on business property 
throughout the village twenty-five to 
one hundred per cent, which, when 
we have an adequate fire protection, 
will be Again redueed to less than . 
their former rates. We are credibly 
informed by the insurance agents. 
that at least fifteen thousand dollars 
a year was paid in premiums on fire 
insurance within the limics of the 
village, before the rates were raised 
last fall, and that now the amount . 
paid annually is far in excess of that, 
owing to this increase. So 
it will be readily seen that the saving 
in insurance alone being from twen- 
ty-five to one hundred per cent of its 
present cost in the village, would 
pay the annual expense of operating 


the water works, together with the 


interest on the bonds. 


Your committee, in order to be 
able to furnish to the town the most 
reliable and correct information ob- 
tainable, upon the most economical 
and durable system of public water 
works, the most available source of 
supply for our town, and the actual 
cost of such system as would amply 
meet all our wants, secured the ser- 
vices of P. M. Blake, Esq., of Hyde 
Park, a competent and experienced 
civil engineer, whose plans and esti- 
mates we give'in detail as follows : 


*‘A large well similar to the one con- 
structed by the Dedham Water Company 
is to be located in the meadows about 
seven hundred (700) feet south of Grove 
street, on the westerly side of Nemasket 
river. This location will be near the 
junction of the brook flowing from the ~ 
Clark springs, with the river. ~ Such a 
well to be twenty (20) feet in diameter 
and fifteen in depth, will be = suffi- 
cient to secure a yield of thirty thousand 
(80,000) gallons of water hourly. This 
locality is peculiarly well adapted to sup- 
ply water by this method. 

Such a well should be constructed in 
the following manner,and will costabout 
three thousand dollars ($3000). The ex- 
cavation is to be lined with heavy stone- 
work, laid dry, the lower three feet all 
around to be of heavy stone, well bonded 


in the laying, and. projecting from. the 
stonework above them, twelve inches, 
towards the center of the well. On the 
circular shelf thus formed, a twelve inch 
lining of brick work laid in cement mor- 
tar, is to be begun and carried up to the 
ground Jevel, the stonework serving as a 
backing. All the water which enters the 
well must find its way up through the 
bottom or horizontally through the belt 
of open stonework at the base.. A. prop- 
erly ventilated roof is te.cover the well 
and all surface water is to be kept out at 
the top by proper banking and grading. 
The yielding capacity of this well can 
be determined by measuring the flow of 
water discharged by the steam pump re- 
quired to keep the excavation dry for the 
workmen. ates 
_ A pumping statien is_to be located 
within one hundred feet of this well, 
from which the water is to be taken by 
direct suction. The building is to be of 
brick, with chimney also of brick, sixty 
feet high; and its dimensions are to be 
sufficient to contain two pumping engines 


and two boilers. It is proposed to pro- 


vide one compound cendensing engine 
for economical daily pumping, and one 
small auxiliary steam pump for relief 
duty,, which ¢an be replaced when neces- 
sary by a second compound engine. The 
two boilers are to be provided at the out- 
Set and each is to be of sufficient capaci- 
ty to run, with ease, the main engine. It 
is of the greatest importance to dupli- 
cate this part of the system, as the inter- 
ruption of a public water supply is a se- 
rious matter, and dangerous in the possi- 
bilities attending it. Such an engine 
would do all the pumping required for 
the village, with its present and pros- 
pective population for many years, with 
a daily consumption of 600 pounds of 
coal. 

From this pumping station a ten-inch 
force main is to be laid, through Grove, 
Maine and Center streets to a reservoir 
near the summit of Forest street. This 
reservoir is to be made of wrought iron, 
is to be eighty (80) feet high and twenty 
{20) feet in diameter and will ‘contain 
188,000 gallons of water. - It is to be 
placed on a firm rubble masonry founda- 
tion, provided with permanent iron lad- 


ders inside and out and balcony at top,. 


and a roof properly ventilated, and will 
cost, complete with foundations, very 
nearly $12,000.# : 


The water will be admitted at the top 
and drawn out at the bottom, insuring a 
circulation at all times. An automatic 
by-pass, by which the pressure in the 
pipes can be increased without cutting 
off the supply from the reservoir, is to be 
provided near the base of the latter. 

Hight, six and four inch pipes are to be 
laid in the streets of the village as shown 
on a full plan and sketch now on file in 
the town clerk’s office. Said pipes will 
be provided with stop-gates necessary to 
control the piping and hydrants, furnish- 
ed for fire streams. Each hydrant is to 
have two outlets for two and ahalf inch 
fire hose and one Jarge suction outlet, 
all with composition nipples and screw 
caps.”’ 


The total cost of constructing the 
works as indicated by the above plan, 
sing standard cast iron pipes for 
reet mains, will be seventy thou- 


Pickens to North 
street to the river, Center street to 
near the old house of J. B. LeBaron, 


sand dollars. This estimate is the 
result of an. accurate survey. and 


covers every detail of the expense of 


construction and the cost of material. 
The plan on which this estimate is 
based will give us about seven miles 


of piping, and sixty fire hydrants 


placed at  ccnvenient distances 
throughout the supplied district. 
The streets comprising the district 
to be piped are as follows: Main 
residence of A. G. 
street, Water 


from near the 


deceased, Oak street to near the 


house of Job Brailey, School street 


to North and by North te Main 
street, on Courtland, Elm, Station, 
May, Vine, Rock, Jackson, Peirce, 
Pearl, 


ing ‘them. 


Jnion, Barrows, High and 
Forest streets with streets intergsect- 


; 


If wrought iron cement protected — 


piping be used the total cost will be. 


about fifty-eight thousand ($58,000) 
dollars. But your committee are 
unanimously of the opinion that the 
standard cast iron piping should be 
adopted by the town on account of 
its many advantages over the cement 
protected piping. That the works 
can be constructed, using standard 
cast iron piping, for the sum _ here 
estimated, there is no room for doubt. 
In fact the committee has in its pos- 
session a proposition by thoroughly 
responsibie and competent parties, 
offering to take the contract. to fur- 
nish all the labor and material and 
build the works in a first class man- 
ner, using the standard cast iron 
piping, for $71,000. They also offer 


to furnish bonds with sureties satis-_ 


factory to the town, for the faith- 
ful performance of the contract, and 
no payment to be made until 
the work is fully completed and in 
first class running order, to the sat 
isfaction of the town and fully ae- 
cepted by the same. 

The cost of maintaining the water 
works after they are built and in com- 


plete operation, has been carefully _ 
estimated by the committee as fol- — 
_ lows: 
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_ valuation. 


_ Interest on appropriation secur- 


ed by four per cent. bonds, $3000 


Payment annual.y tosinking fund, 750 
Cost of pumping, 2000 
Clerical service, 300 
Giving a total cost of $6050 


Assuming that the income from the 
water works, when in operation, is 
nothing, and that all the annual ex- 
pense is paid by the town, the increase 
in taxation would be less than two 
dollars on a thousand on the present 
But the committee is 
thoroughly convinced that, after the 
works are put in successful operation, 
the income may safely be estimated as 
follows, taking the rates adopted by 
the Taunton Water Board: 


_ 606 tenements within the line of pip- 


ing of which it may reason- 
ably be expected that 300 will 
take water, at $6 for first 


faucet, 
150 additional faucets, $2 each. 300 
30 bath tubs, at $5, 150 
30 water closets, $5 each, 150 
98 private stabies, assuming that . 

50 take water, 250 
40 Offices, stores, printing offices 

and markets, 250 
5 livery stables, 100 
100 garden hose, $5 each, 500 
Manufactories, 1000 
Railroad, 400 
Giving a total of 4900 
To which add 60 hydrants for fire 

protection, at $25 each, $1500 

$6400 


Weare satisfied that the result in 
the near future will justify this esti- 
mate of income as fair and reasona- 
ble. 

In estimating the sum to be paid by 
the Fire District for the use of hy- 
drants, at $15U0 a year, we think if we 
err at all, it must bein making it so 
low. It appears from the books of the 
treasurer of the Fire District, that for 
the last five years the district has rais- 
ed and spent over $15000 for main- 
taining a fire department, which has 
furnished so little protection against 
the terrible emergency of a fire; the in- 
surance rates have been increased 25 to 
100 per cent. in the meantime. So 
that such hydrant service would be a 
vast saving in expense, and an im- 
provement in fire service to the dis- 
trict. 

In justification of our estimates as to 
future income, we refer to the experi- 
ence of other towns similarly situated 
with ours. Westboro with a popula— 
tion of 5600, received last year from 


the sale of water to consumers $5487. 
Melrose with a population of 5000, 
collected from consumers last year $12,- 
800. Winchester received from water 
rates last year $10,200, with a popula— 
tion of 4000. Everett with a popula- 
tion of 4200, collected $9600. Plymouth 
with a population of 7093, collected 
$12,701. This income is of course af- 
ter water is well introduced. © 

In conclusion, your committee, while 
disclaiming any intention of dictating 
to the citizens of the town, would rec— 
ommend the acceptance, by the town, 
of the act tosupply the people with 
water, and that measures be taken at 
once, to eonstruct the water works. 
We are firmly of the opinion that an 
enterprise of such magnitude and ca_ 
pable of conferring so gréat a benefit 
on so large a majority of the people 
should be undertaken by the town 
rather than by the Fire District or a 
private corporation, beeause the credit 
of the town, as a municipal corpora— 
tion, would stand so high in the mar- 
ket, that its bonds could be placed at a 
lower rate, say four per ‘cent. The 
town, too,could reach all the classes of 
property for purposes of taxatiun, 
while-in the Fire District corporation, 
bank stock and other stocks could not 
be taxed like other property for this 
purpose. The interests of the whole 
town are so nearly indentical, that its 
municipal organization should be suffi- 
cient to conduct such important im- 
provements as the welfare of its citi- 
zens require. ‘The different sections of 
the town should be one in. feeling, 
and all should be moved by a just pride 
and satisfaction in the efterprise and 
prosperity of the whole town. 

Every man should feel that he owes 
something to the town he lives in, and 
instead of these narrow sectional 
jealousies, which should be always de- 
plored as unwise,he ought to be prompt- 
ed by that broad and generous public 
spirit which gives aid and -encourage- 
ment to every public enterprise intend- 
ed to advance the material prosperity 
of the town, and promote the happi-— 
ness and comfort of its citizens. 


MATTHEW H. CUSHING, 
J. C. SULLIVAN, 
J. B. RYDER, 


i Committee. 
Middleborough, April 9, 1884. 


ee PTHe WATER SUPPLY QUESTION 


TOWW OF 


The Committee appointed by the 
town to investigate the subject of a 
Water Supply for the village of the 
Iour Corners, for extinguishing fires, 
and for domestic, manufacturing and 
other purposes, respectfully submit 
the following 


REPORT: 


The first question naturally asked 
in investigating a subject of this kind 
would probably be one in regard to 
its necessity. If we were asking this 
question in the midst of the recent 
long continued “dry time” the ans- 
wer would come from all directions, 
“sive us water.’’ But the very fact 
that the question has been agitated 
indicates that the need has been felt ; 
and the healthy growth of our village 
indicates that it will be felt more and 
more till an adequate supply is pro- 
vided. The present investigation grew 
ont of the fact that the Fire District 
had appropriated $1000 for an under- 
ground’cistern near the center of the 
village, and that the town had added 
$650 to that appropriation, making 
#1650 for one cistern, which appeared 
to be the beginning of a series of large 
expenditures promising very little im 
the way of results. In order to pro- 
vide an equal supply for all the other 
portions of the District, not less than 
twelve or fifteen more would be de- 
manded, which would give us an ag- 
gregate cost of something like $20000 ; 
or, if we followed the policy of build- 
ing one a year it would open the way 
for an expenditure of $1000 to $1500 a 
year for twelve or fifteen years. And 
we should then have for our money 
that number of cistexns full of water, 
—if they did’nt leak ! 
rience with one of such cisterns at the 
burning of the “Old Academy” 
proves the insecurity of such a trust 
in time of a fire. At the same time 
they are available for no other pur- 
pose except for the extinguishing of 
fires, and that only by the additional 
aid of a fire engine, with men to “man 
the brakes.” The city of Taunton, 
after expending something like $30- 
000 for such cisterns abandoned the 
idea and provided a full and ample 
supply by means of water works, 


But the expe- 


—— FOR THE-——— 


MIDDLEBOROVGH. 


In comparing the protection to be 
had from engines worked by hand 
power with that by a supply of water 
by forcing it through street pipes, we 
can most easily express our ideas by 
copying the following from the Re- 
port of Water Supply Committee for 
the town of Franklin :— 

“Tf water is to be relied upon to put 
out fire, the supply must be abundant 
whenever and wherever demanded, 
or there is no security which will not 
prove a delusion and mockery in the 
hour of trial. 

“No such system, even with the 
most perfect machinery and abun- 
dant supply of water, can for a mo- 
ment compete with the modern sys- 
tem which carries au abundant supply 
of water in pipes, all over the village. 
with hydrants attached at convenient 
distances, from which it may be 
thrown at any desired point (or sever- 
al at once if necessary,) in any quanti- 
ty required, with three times the 
power of hand engines, and by sever- 
al streams at the same moment, if oc- 
casion requires. 

“While it gives such vastly tncreas- 
ed facilities, it also obviates the most 
objectionable features of the old sys- 
tem. 

“There is no want of a supply of 
water, Nocumbersome machine to 
drag—perhaps through deep snow or 
mud and cause delay in getting a 
stream upon the fire within a few moe- 
ments after itis discovered. No fail- 
ure frons depending upon a large 
number of men for power—some of 
whom must often be absent or not 
prompt in attendance. No interrup- 
tion in the stream because the men 
are exhausted at the brakes and the 
crowd will not spell them. No giving 
out, even if a constant and powerful. 
stream is required for hours, without 
any cessation. No failure because 
the stream cannot be thrown high 
enough or with suficient force. No 
disastrous conflagrations, caused by 
ithe want of several streams from dif- 
ferent points, while but one can be 
thrown from any point. No lack of 
men as there is now, to use the hooks 
and ladders whenever occasion re- 


quires, 


2 MIDDLEBORO’ WATER SUPPLY QUESTION. 


“such are some of the advantages 
of the new system, contrasted with 
the old. 

‘For fire purposes, the present sup- 
ply of water, as well as the means of 
applying it, is entirely inadequate to 
afford the protection which the 
growth of our village and the close 
proximity of buildings require. An 
additional supply of pure water for 
domestic, manufacturing, and other 
uses, is much needed already, and the 
rapid increase Of the place will soon 
render it an imperative necessity.” 

The people of Attleboro, with their 
water supply, declare it to be impos- 
sible for a fire to get beyond the 
building in which it originates and 
point to an instance of a fire in their 
own village in proof of their assertion. 
Should a flre originate in some of the 
_more compact portions of our village 
such a protection might save in one 
hour more than the whole cost of the 
works. 

In order to get at the amount of 
property atthe risk of fire in our vil- 
lage, and also to form some idea as to 
the probable comsumption of water 
and the number of water takers, we 
have taken considerable pains to ob- 
tain full and accurate statistics, both 
as to valuation of property and num- 
ber of buildings, within reach of pro- 
tection from fire by means of the 
street pipes upon which we have ob- 
tained estimates of cost. 

We count up the following 307 
houses, containing 563 tenements, 142 
private stables and barns, 40 stores 
and storehouses, 5 livery stables, 1 
hotel, 2 shoe manufactories, 1 straw 
manufactory, 1 manutactory of fan- 
cy-cassimeres, 1 needle manufactory, 
1 steam mill and yard, 1 lumber 
yard, 1 foundry, 1 shovel shop, 1 
saw mill, 1 water power box mill, 1 
gas works, 1 bonnet bleachery, 2 coal 
yards and offices, 1 railroad station 
and engine houses, 2 machine shops, 
9 society halls and elub-rooms, 4 bar- 
ber shops, 3 meat inarkets, 2 fish mar- 
kets, 5 paint shops, 4 wheelwright 
shops, 3 blacksmith shops, 3 harness 
shops, 2 marble works, 1 trunk manu- 
factory, 1 bakery, 11 business offices 
and reoms, 1 post oflice, 2 printing of- 
fices, 2 green-houses, 5 shoe shops, 3 
carpenter shops. 1 photograph saloon, 
2 engine houses, 2 school houses, 1 
Academy, 3 churches, 1 chapel, and 
the Tawn Hall. 
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Collecting our figures item by item 
from the Assessors Valuation list for 
1878, we find the following property 
consumable by fire within the same 
limits :— 


Buildings as per valuation, ST79, 290 
Personal Property, valuation, 420,870 
Furniture and wearing apparel, 

estimated at $300 for each 

tenement, 563 tenements, 168,900 
Estimated amount of material 

and supplies in incorporated 

manufactories, taxed by the 

state and returned tothe town, 125,000 
Town Hall, building and furni- 

ture, 50,000 
3 churches and chapel, 25,000 
2 school houses, 12,C00 
Academy, 8,000 
2 engine houses, 3,000 
Total property at risk of tire, $1,592,060 


This is without taking into account 
the extra stock of goods and material 
our stores and manufactories have on 
}.and in their most busy seasons, 

The valuation of the same territory 
as taxed by the town foots up as fol- 
lows :—Land, $344,245 ; Buildings, as 
above, $779,290; Personal, as above, 
$420,870. Total $1,544,405, which is 
nearly two-thirds of the valuation of 
the whole town. The corporation 
property taxed to inhabitants of the 
same territory in the Fire District 
Tax of 1877 was $179,284, which added 
to the other taxable property gives a 
total of $1,723,689. Or, adding the 
land valuation to the consumable 
property as before enumerated, (41- 
592,060,), and we have a total of $1,- 
936,305 of property which has a direct 
interest in an efficient water supply 
for fire protection, 

As to the value of a pure water sup- 
ply for domestic and manufacturing 
purposes, and also the tendency of 
the same to invite capital and enter- 
prise from abroad (for which the geo- 
graphical situation and good reputa- 
tion of our towp now offers many 
inducements), we refer to the yery 
carefully prepared Report from Mr. 
Percy M. Blake, Civil Engineer, of 
Taunton, which is included with this 
Report. x 

In looking for sources of supply it is 
customary whenever practicable to 
find some lake, or stream of pure 
water, in the surrounding country, 
sufficiently elevated to furnish the re- 
quired head, by force of gravity, at 
the city or village to be supplied. 
The nature of our surroundings is net 
such as to give us such a source. But 
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we have an abundant supply running 
past, or, rather, through our village, 
fed by a chain of lakes unsurpassed 
in the state for size, and also for 
quality of water. We find, also, 
near the southerly end of the village, 
on the farm of the late Joseph Clark, 
a collection of very fine springs show- 
ing a good flow of water even in the 
recent dry time. To these two 
sources we have directed our inquir- 
ies. 

Early in our investigations we deci- 
ded that the present and near pros- 
pective wants of our village would 
call for about the following extent of 
pipes for its supply, and we, there- 
fore have obtained our estimates ac- 
cordingly :—On Water street to the 
river; on Main street southerly to 
near the house of Albert G. Pickens, 
and northerly to North street; on 
School to North, and through North 
to Main; on Oak to North, near the 
house of Job Braley; on Center 
westerly to near the old house of J. 
B. Lebaron; torming circuits through 
Grove, Elm, Courtland, Station, May 
and Vine streets, and nearly all the 
connecting and intervening streets. 
This plan gives the following lengths 
of pipe :— 

2750 feet of 10 inch pipe. 
Be ee Za 


17548 6s ee 6 ia) e 
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32430 feet, or a little more than six 
mies. 


In asking for estimates we have in- 
cluded about 60 hydrants, and about 
the same number of stop-gates at the 
intersections of streets, so that any 
section may be shut off during repairs 
without injury to the rest. 

For a comparison of the different 
means of supply available for us, 
with estimates of cost, etc., as fur- 
nished by Mr. Blake, we present the 
following which has been before re- 
ferred to :— 


To the Comittee on Water Supply, 
Middleboro, Mass. 


; # Gentlemen, 1 have the honor of submit- 
ting for your consideration the following 
facts and arguments relative to a supply 
of pure water for your village for domestic 
uses and protection against fire. I have 
prepared a map of the entire village, on a 
uniform scale of two hundred feet per 

inch, on which are shown the arrange- 

“ment of distributing pipes, location of 


hydrants, etce., which a careful personal 
examination of the village has suggested 
as the most economical and efficient, 
which together with a schedule of pipe- 
lengths and estimate sheets I also submit 
for you inspection. That the facts I have 
gathered may be the more clearly under- 
stood, I have presented them in the form 
of a 


REPORT. 


Jihas become a well established fact 
that an abundant public water supply is 
one of the essentials to the growth and 
maintenance of a manufacturing town. 
That it promotes the health of the inhabi- 
tants, reduces the labor of domestic oper- 
ations, facilitates manufactures of all 
kinds, invites new enterprises, attracts 
outside capital and protects the valuable 
property, the accumulation of many years, 
from destruction by fire. So marked are 
these advantages in many cases, and so 
rapidly do results hardly anticipated by 
the most sanguine promoters of the scheme 
follow the introduction of water in most 
manufacturing towns, that every year 
finds the number of the towns and villages 
thus supplied, increasing. In many in- 
stances, topographical conditions have 
made such projects expensive in construct- 
ion and maintenance, yet towns have vol- 
untarily undertaken the enterprise and in- 
curred the expense for the sake of the 
great benefits which they knew would 
follow. Upon the score of health alone 
the advantage of a supply of pure water 
for domestic uses is often great enough 
to justifiy the cost of introduction. Wells 
as a source of supply are especially liable 
to pollution, and in a way not always 
suspected. The investigations and care- 
ful chemical examinations of recent years 
have developed many startling facts in 
regard to soil and well pollution, and 
many diseases formerly supposed to be of 
uncertain origin have been traced directly 
to the use of impure water. To under- 
stand the process of well pollution is easy 
enough after considering the way in which 
such sources are supplied. All the water 
which is taken from a well is filtered in- 
to it from the surrounding soil. If the lat- 
ter be sand or gravel, the water willenter 
from all directions :—if it is clay or equal- 
ly impervious material the well will be 
supplied by a vein or spring as itis called. 
If the material is sand the well will drain 
a section of the soil in shape like a flat 
cone, the base of which will be a circle on 
the surface of the ground varying in size 
with the depth of the well. The apex of 
this cone will be the bottom of the well. 
Examinations have proved that in very 
porous soils this circle may be four or five 
hundred feet in diameter :—that is, thata 
well may drain the surface soil distant 
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from it two hundred or two hundred and 
fifty feet. If the material be clay, or 
equally impervious, veins of water may 
traverse it for a much longer distance. 
Poisonous wastes have been carried in 
such channels for more than a mile to re- 
appear in wells where least suspected. 
In the case of atown lying upon sandy 
soils the deterioration of well waters will 
generally increase rapidly when once be- 
gun, and for this reason. Sand and gravel 
act efficiently as filters until they become 
saturated with arrested matter. If this 
latter be filth of any kind the moment 
saturation takes place, the soil becomes a 
condenser, so to speak. For this simple 
reason wells oftentime become suddenly 
offensive. When soil saturation takes 
place under these conditions, the well be- 
comes a reservoir of disease germs, which 
sooner of later will find their victims. In 
a village where dwellings are not more 
than a hundred feet apart and the soil is 
sandy and porous, well pollution to a 
greater or less extent must inevitably 
prevail and increase yearly in intensity. 
If the subsoil is clay traversed by fissures, 
porous strata or veins of water, the liabili- 
ty of wells to pollution is not less but 
oftentimes greater, In such case the 
pollution is perhaps not so liable to in- 
crease, but from the outset it may be 
much greater than supposed. It is often 
said of a well that it is used so much that 
the water must be good, but no greater 
mistake could be made, as those wells 
most used in a village are almost invaria- 
bly found to be the most impure. When 
a well requires constant draughts to keep 
its water palatable, it should be con- 
demned atonce as unfit for drinking or 
culinary purposes. Examinations in the 
neighboring town of Brockton last year 
proved this conclusion to be the only safe 
one. Two wells on Main Street, one sup- 
plying the town pump in front of King- 
man’s block, the other on the hill near the 
First church were carefully examined by 
Prof. W.R. Nichols of Boston by direct- 
ion of the State Board of Health and fol- 
lowing are the results in comparison with 
the water of Assawompsett pond. 


Sources. 


Inorganic. 
Total Solids 


Chlorine. 


Ist. 
2d, 


a. 


Town Pump. 35.30 6.80 42.10 8,20 


Well on the hill. 19.80 5.80 25.10 4.80 

Assawampsett. 1.72 1.28 3,00 0,37 
(Results are expressed in parts per 100,600.) 

These wells were being constantly drawn 
from and to the taste were apparently 
pure, when in reality they contained the 
elements of disease which only needed to 
be taken into a human system susceptible 
to their power to produce serious, if not 
fatal results. Equally convincing facts 
were obtained in Taunton from the analy- 


ses of well waters in 1875, the wells mos 
used there being the most dangerous. 
The following extract from the report of 
the State board of Heatth of 1875 refers to 
this subject in words which cannot be 
misunderstood. ‘‘The evidence that a 
ereat amount of disease, especially 
typhoid fever, is induced by drinking 
water polluted by drains, _privies and 
cesspools, is constantly accumulating. It 
can be found in all of the previous reports 
of this Board, and all sanitary literature 
abounds with it The number of cases of 
sickness, and even of death, occurring an- 
nually in Massachusetts from this cause 
is certainly enormous.’ Surely the pre- 
servation of health and life is an object 
well worth attaining even at considerable 
expense. The modern system of dis- 
tributing a supply of pure water in lines 
of piping laid in the streets below the 
frost level under a pressure sufficient to 
deliver it rapidly in any part of a build- 
ing at all times, besides offering a con- 
venience to housekeepers, business men, 
and manufacturers which has only to be 
used once to be appreciated, avoids all 
danger of a polluted water. Suchameth- 
od reduces the labor of drawing water to 
the simple opening of a faucet, saves all 
the expense of pumps wells and cisterns, 
and supplies the upper rooms of a build- 
ing without effort on the part of the 
tenant or manufacturer. If these consid- 
erations of health, convenience and econ- 
omy are so great, what must be allowed 
for the complete protection against fire 
which a thorough distribution of water 
throughout a village ensures? One of the 
practical considerations under this head is 
the saving in insurance rates. Another is 
the increased value of property under the 
security obtained. Another is the induce- 
ment to invest capital in the town where 
it will be safe from destruction or dam- 
aye by fire. You can present this subject 
more forcibly than I can, as you not only 
have abundant testimony from other 
towns, but are familiar with the liabilities 
and conditions now existing in Middlebo- 
ro. I will only say that in some instances 
the reductions in insurance rates have 
equalled the interest on the cost of water- 
works. 

The selection of a permanent source of 
supply for Middleboro should be governed 
by the following requirements. 

Ist. The quality of the water must "be 
good enough forthe most delicate uses. 

2d. There must be no liability of future 
pollution, 

3d. There must be exowgh water for 
future demands. 

4th, The cost of introducing such a 
supply must not be disproportionate to 
the benefits and revenne to result from 
its use, 
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If more than one plan is presented, that 
one should be adopted which will in its op- 
eration as first constructed answer its pur- 
pose for the longest time with the least 
annual cost of maintenance, Naturally 
the Nemasket river is suggested as a suit- 
able source of supply, and itis beyond 
doubt well adapted to supply water in 
sufficient quaitigity and of suitable quality 
for all the present and future uses of 
Middleboro. The great Lakeville ponds, 
the source of this river are probably as 
pure and as safe from future pollution as 
any in the State. The slight color of the 
river water as it flows through the village, 
though perfectly harmless, can be quite 
or wholly removed by the plan proposed. 


Next in importance to the Nemasket river - 


are the Clark springs, near Main street, in 
the southerly part of the village. The 
water here seems to be of excellent quali- 
ty, and judging from the flow as I saw it 
Oct. 10 after the continued drought of 
several weeks would be sufficient for the 
Village for sometime. To make this source 
available, some provision for storing a 
supply for emergencies, such as a large 
basin in which the water could accumu- 
late would be necessary. These two 
sources are the only ones worth consider- 
ing, in fact the only practicable ones 
which present themselves. Both being 
considerably below the level of Main 
street, pumping in some _way must be re- 
sorted to. There are two methods by 
which the village can be supplied:—one 
by pumping the water into a reservoir lo- 
sated on the high ground on Forest street, 
--the other by pumping into the distribu- 
tion piping. Both of these systems are in 
use, the former at Attleboro and New 
Bedford, the latter in Providence and 
Taunton. The best point for taking a 
supply from Nemasket river is just above 
the dam at Water street. Pumping by 
either water or steam power can be adopt- 
ed here. 

The plans practicable are as follows:— 

ist. Pumping by steam power from a 
collecting well located above the dam at 
Water street, into a small reservoir locat- 
ed on Forest street. This reservoir to be 
in the shape of a stand-pipe, 15 ft, diam- 
eter 8C feet high containing 100,000 gallons. 
The ground on Forest street is 88 5-10 feet 
above water levei of source, and 43 feet 
above intersection of Main and Water sts. 
High water levelin the reservoir would 
be 168 5-10 feet above the source and 125 
feet above Main st. This latter hight 
would give apressure at Main st. of 531bs. 
per inch, and would furnish a fire stream 
seventy five feet high. The pressure at 
the source would be about 73 lbs, to which 
must be added 5 lbs. for friction in the 
pipe when pumping, making 78 lhs. as the 
pressure to be pumped against. 


2d. Pumping by water power directly 
into the piping without the provision of a 
reserve supply. This plan wiil necessitate 
continuous pumping by reliable machin- 
ery, but the latter being operated by wat- 
er power, will require but little personal 
attention. 

3d. Pumping by steam, either directiy 
into the piping asin the second plan, or 
into the Forest street reservoir of the first 
plan, from the Clark springs south of the 
village. This plan includes a storage 
basin fifty feet square and ten feet deep, 
excavated in the meadow af this point. 
This basin will contain about 185,000 gal- 
ons and will be filled by the infiltration of 
water from the springy soil. Duplicate 
pumping machinerywill be provided, con- 
sisting of a small pump for ordinary work, 
and one large direct acting pump for fire 
service. Two boilers will be required for 
this machinery. : 

The three plans will be very nearly 
alike as regards distribation pipe, gates, 
and hydrants. There will be about six 
and one-third miles of piping, the largest, 
leading from the pumping station being 
ten inches diameter ;—the smallest, on the 
short cross streets,—four inches diameter. 
This piping is to be divided into sections 
by about 60 gates of different sizes, and 
fire protection is to be provided by about 
60 hydrants, each of which is to be pro- 
vided with two outlets for attaching hose. 


The first plan will have these advan- 
tages, Ist. pumping during the day time 
only ;—2d. a reserve supply of water in 
case of accident to the machinery ;—3sd. a 
uniform pressure on the distribution and 
service pips. 

The second plam.will have these ad- 
vantages: Ist. small cost of operating the 
machinery ;—2d. ability to increase the 
pressure in the pipes in case of fire. 

The third plan, if pumping into the 
pipes be adopted, will have the latter ad- 
vantage also, but the cost of running by 
steam continuously will make this plan 
more expensive than either of the others. 
Where direct pumping is adopted, the 
machinery must be equal to supplying 
the greatest demand in case of fire. For 
your village not less than six fire streams 
should be required while supplying water 
for domestic uses at the same time. Each 
fire stream will discharge about two hun- 
dred gallons per minute, and the six 
streams, together with the ordinery con- 
sumption will require pumping at the rate 
of two million gallons per 24 hours. 
Where a reserve supply is provided as in 
the first plan, the pumping machinery can 
be much smaller:—a capacity of 300,000 
gallons per 24 hours will be ample in this 
ease for several years, 
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Following are the respective costs of the 
several plans, taken from the estimate 
sheets handed you,—(land damages not 
included. ) 


Steam pumping from Water St. $52,000 
Water power, direct pumping, 

same source, 450,000 
Steam power, direct pumping, 

Clark Springs, 357,000 


I think you will see that either of the 
first two plans would be preferable to the 
third, inasmuch as pumping continuously 
by steam would cost much more than the 
other methods proposed. The water of 
the Clark springs would he of superior 
quality, but I have no doubt equally good 
water would be obtained by the filter well 
near the river on Waterstreet. The near- 
ness of the river tothe pumping station 
in the latter case would also insure an un- 
limited supply for emergencies without 
any expense for storage, while the Clark 
springs might at some future day be- 
come incompetent to supply an _in- 
creased popwation which the growth 
of the town evidently indicates. I 
have accordingly considered the first 
two plans as the only ones to be 
compared with each other, and the river 


at Water street as the most desirable 
source for Middleboro. The first plan will 


operate as follows.—The water will be 
pumped into the piping by a Knowles 
pump requiring but 40 lbs. of steam to do 
its work, for eight or ten hours of the day. 
All the water thus pumped which is not 
drawn from the pipes by consumers, will 
flow into the reservoir for storage. When- 
ever the pump is stopped, as at night 
when the day’s work is done, a checkvalve 
in the main pipe near the pump house will 
close by the pressure from the reservoir, 
and the pipes will.be supplied from the 
latter. A reserve pump of large capacity 
will be provided in this plan with an in- 
dependent quick steaming boiler, and di- 
rect pumping in case of fire can be resort- 
ed to by shutting off the reservoir. 

The cost of operating this plan will be 
very nearly as follows. 

Pressure to be pumped against, 78 lbs., 
per square inch, equal to 180 feet head. 

Gallons of water to be pumped in 10 
hours, say 100,0L0, or at the rate of 167 
gallons per minute, 

167 gallons multiplied by 8 38-100ths 
pounds, multiplied by 180 feet, divided by 
33,000 foot pounds, equals 7 63-100ths ac- 
tual horse powers. 

7 63-100ths, divided by 85 per cent.equals 
9 indicated horse powers in operation of 
pump. 

The pump proposed would use about 5 
pounds of coal per horse power per hour 
or 450 pounds—equals 225-100ths ton—per 


day, equals 82 13-100ths toms per year. 
82 13-100ths tons at 85.50 per ton, 


equals $451.72 
Add for repairs and oil, 50.00 
.idd for engineer’s wages, 800.00 
Total cost per year, $1301.72 


This plan will provide as perfect a fire 
protection as any which can be devised. 
There will be no possibility of the supply 
giving out, as it might by the stoppage of 
machinery arranged to pump continuous- 
ly without any reserve supply. The 
reservoir would furnish good tire streams 
until steam had been raised to work the 
fire pump. This latter operation will re- 
quire not more than ten or twelve minutes 
from the time the fire is lighted. An in- 
stance of this kind can be found in the 
Bristol, R. I. waterworks, where a large 
fire pump has been started for service in 
less than seven minutes after lighting the 
fire under a cold boiler. The following 
table gives the heights to which one inch 
streams taken from the hydrants in differ- 
ent parts of the village will rise vertically 
under the head from the reservoir. 


These heights are above an assumed 
plane two hundred feet below the foun- 
dation of proposed reservoir on Forest 
street. 
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Highwater Level, Reservoir. ; 280.0 ft 
Ground at Base, Reservoir, | 200.0 80.0) 50 
Centre and Forest streets. | 190.4 89.6) 54 
Centre and Oak streets. | 186.2 93.8) 56 
Centre and Pearl streets. 177.0 103. | 62 
Centre and Schoo] streets. 168.8 111.2) 67 
Centre and Main streets, | 157.4 122.6) 73 
Water and Lincoln streets. | 148.2 136.8} 82 
Main and Peirce streets. | 155.5 124.5) 75 
Main and Rock strects. | 160.2 119.8] 72 
Main and Courtland streets. | 149.4 130.6) 78 
Courtland and Oak streets. 158.6 121.4) 73 
Cape Cod Railroad track. 161.3 118.7! 71 
Oak and Pearl streets. 165.8 114.2) 68 
Oak and High streets. 180.1 99.9) 60 
Oak and Peirce streets. 175.6 104.4° 63 
Pearl and High streets, | 173.1 106.9) 64 
Pearl and Peirce streets. | 165.3 114.7} 69 
Peirce and School streets. | 163.4 116.6; 70 
Jackson and Lincoln streets. 150.5 129.5) 80 
Underpinning L. & B. shop. | 183.7 96.3) 58 
Underpinning Town Hall. | 175.0 105.0} 63 
Underpinning B.S, S. Works! 165.9 114.1} 68 
Pumphouse, Water street. =, 111.5 168.5) 101 
Pumphouse, Clark springs. | 123.0 157.0! 94 


Such a capacity to throw streams as 
this would be sufficient to extinguish al- 
most any fire which might get under way 
in the village. The ability to throw large 
and very high streams from the hydrants 
is not so much relied upon to protect pro- 
perty against fire as the having a supply 
of water available at a moments’ notice. _ 
But this plan will have all the advantages 
of direct pumping in the large fire pump 
provided, and fire streams can be thrown 
as at Taunton by increased pressure. 
The second planin operation will be as 
follows.—The water will be forced into 
the piping without the provision of a re- 
serve suppl 4 - 
ated ‘by a turbine watarolecl: heeled 
and larger pump of the same pattern with 


an independent turbine is to be provided 
also for fire service. The smaller ump is 
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to have a capacity of 500,000 gallons per 
24 hours:—the other about 1,500,000 gal- 
lons. The two together would pump at 
the rate of 2,000,000 gallons per 24 hours, 
which we have seen is the rate to be re- 
quired foremergencies. Ina plan like this, 
itis of the greatest importance that the 
pumping machinery should be duplicated 
in an entirely independent way as I have 
proposed. Any complicated series of 
panne arranged to be attached one after 
another to a main running gear as an in- 
crease of capacity is needed would not 
effect a duplication of power, but in- 
stead, wonld increase the liability to ac- 
cident and ees of the supply which 
is entirely avoided by the use of two in- 
dependent pumps. 


The machinery proposed for this plan 
is to be of the Lang pattern as now manu- 
factured hy the Vergennes Machine Com 
pany, of Vergennes, Vt. For pumping di- 
rectly into the piping these pumps are un- 
equalled in their operation, In construc- 
tion they are extremely simple, in move- 
ment perfectly regular, and in capacity 
admit of wide range. The waterways 
and valves are soconstructed that a lodg- 
ment in them of any obstruction is impos- 
sible. The different parts are easily ac- 
cessible, everything being above the floor 
level, and an ordinary blacksmith can 
easily take the pumps apart and put 
them together again. The proprietors of 
this pumping machinery always guaran- 
tee its satisfactory working under the 
most rigid tests and. the success of such 
tests you have proof of in the testimoni- 
als handed you by them. 


The map Shows the proposed location 
of this machinery which will be placed in 
a Vea brick pump-house built over the 
wheel pits as shown in the sketch. This 
building can be warmed in winter, and 
its nearness to Main street will make it 
easy of access. The wheels are to be so 
arranged that no skill will be required in 
operating them, while the discharge 
main will ne provided with an automatic 
waste valve which will regulate the pres- 
sure and take care of itself. 


All the attendance which this arrange- 
ment will require will be an inspection 
night and morning and oiling occasional- 
ly Incase of fire some one previously 
appointed for the purpose would hasten 
to the pump house, open the proper gates 
and remain until word was brought that 
fire pressure was needed no longer. A 
readjustment of gates is then all that will 
be required. 


The wheel operating the smaller pump 
would run up to thirty horsepowers; the 
one operating the larger pump up to 
seventy. For ordinary purposes from six 
to eight horsepowers would be sufficient; 
for fire service from fifty to sixty horse- 
powers. 


The running expenses of this plan may 
may be taken as follows: 


Salary « of engineer per year, $300.00 
Repairs and oil, 50.00 
Total, $350.00 


It only remains now to compare these 
two plans in point of cest, bearing in 
mind the advantages of each as already 
described. 


The cost of the first plan, pumping by 
team during the day from a filter well 
ear the river at Water street into a res- 
rvoir — Forest street will be $52,- 
The cost of the water power 


plan, $50,000, The difference, $2000, at 
5 per cent. interest will be $100. To which 
add running expenses, $1301.72. Total, 
$1401.72. Deduct cost of running water 
power plan, $350,. which leaves a differ- 
ence of $1051.72 in favor of pumping by 
water power. From this however must 
be deducted the interest on the cost of 
the water privilege including flowage, and 
the annual cost of repairs on the dam and 
waterways. The latter items would not 
be very great, while the former you can 
best estimate. Evidently it would be 
cheaper every way 10 adopt the steam 
pumping plan than to pay an excessive 
price for water power. 

In conclusion it should be remembered 
that water works can be built now for 
about half what similar works would have 
cost five years ago. and that the present 
low prices will undoubtedly advance with 
the improvement in general business. 
That the village is practicaily without 
fire protection, and water for domestic 
and manufacturing uses is often difficult 
to obtain. That neighboring towns on 
every side are provided with public water 
supplies and thus are enabled to offer su- 
perior advantages to manufacturers and 
capitalists, 

Should either of the two plans described 
be adopted, I am confident it would give 
satisfaction, an I hope that this report 
will help to awaken an interest in the 
subject which will result in the early in- 
troduction of pure water. 

Respectfully submitted, 
Percy M. BuaKke, Civil Engineer 

Taunton, October 25, 1878. 


The Holly Manufacturmg Com- 
pany, of Lockport, New York, esti- 
mating for us upon a similar amount 
of pipe and number of gates, hy- 
drants, etc., with a capacity of 1,000, - 
000 gallons per 24 hours, or to throw 
four one-inch fire streams at a time to 
the height of 80 feet, (or three such 
streams 100 feet); the pumps to be 
four in number, and arranged to run 
one, two, three, or allata time; the 
regulator to be suitable for control- 
ling the machinery so that it shall not 
require the attendance of an engineer 
or other person, except in case of fire; 
with filter of sufficient capacity to 
cleanse 1,000,000 gallons per 24 hours ; 
the turbines to be two in number, one 
smaller for domestic supply, and the 
other large enough for fire service ; 
all set up in complete running order 
and warranted, give the cost at $4,- 
960. An increase of capacity will add 
to the cost. 

Col. N. W. Green, the patentee of 
the American Driven Well, proposes 
to supply the village with water by 
means of a gang of driven wells of 
the capacity of 1,200,000 gallons per 
24 hours, the power to be furnished 
by two Knowles Steam Pumps, and 
boilers ample for the purpose (with- 
out any estimate for street mains, or 
making connection with the same 
from the pumps, and not including 
stack for boilers) at a total cost of $13- 
250. From other estimates we find 
that the cost for stack, street mains, 
etc., will be about $31,000, making 
44,250 as total cost by this system. 
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All the parties making these esti- 
mates offer sufficient guaranties that 
they will do the work proposed at the 
cost estimated, and they all intimate 
that when competing for a contract 
based on actual specifications of 
length and distance, the work can 
probably be done at still lower prices. 

Neither of these estimates include 
anything for land damages, or water 
privilege. 

From careful inquiry we find that 
the service pipes will cost about $6.25 
each, to side walk or street line. 

From this information, basing our 
calculations onthe water power puimp- 
ing plan, and taking the highest fig- 
ures we may estimate the cost of put- 
ting in works as follows: 


Pumping works, pipe, etc., $50,000 
Value of Water privilege and 

land damage, say 10,000 
320 Service pipes, at $6.25 each, 2,000 


Overseeing the workandextras, 500 


$62,500 


The street wains in all these esti- 
mates are proposed to be of iron coat- 
ed with asphaltum. 

The land damages for the steam 
pumping plans, either at the Clark 
springs or near the river on Water 
street, would not exceed $1000. 

The question now most likely to 
arise in the minds of our citizens is, 
Willit pay? We mayestimate the 
yearly cost as follows: . 


Interest of $62.500 a 5 per cent. 43125 
Running expenses as per Mr. 

Blake’s estimate, 350 
Other incidentals, 25 
Annual expense, $3500 


_ After the works are once in success- 
ful operation we may, we think, safe- 
ly estimate the income as_ follows, 
taking the rates adopted by the Taun- 
ton Water Board: 


275 tenements at $5.00 for tirst 


faucet, $1375 
i00 additional faucets at 2.00 200 
25 bath tubs, at 5.00, 75 
20 water closets at 2.50, 5O 
40 offices and stores at 5.00, 200 
50 private stables, at an aver- 
age of 6.00, 300 
4 livery stables, at an aver- 
age of 15.00 . 60 
» printing offices, 12 
t fish and meat markets, AQ) 
halls and club rooms, 30 
5 fountains, at 10.00. 50 
80 garden hose, at 5.00, 400 
Manufactories, 400 
Railroad, 400 


Lime slaked for building purposes, 15 
Public buildings, drinking and 


watering places, 100 
Giving a total of $3707 


Towhich adda smail vuluation for hby- 
drants for fire protection, say 600 
And we have a total annual income of 
‘ $4807 
From an examination of a large 
number of reports of Water Boards 
in places similar in size to Middle- 


at > 


boro, we feel confident, judging from 
their combined experience, that our 
income before the end of five years 
will exceed the estimate we haye 
given. 

To corroborate these estimates we 
may note our neighboring town of 
Plymouth, with water works built in 
1855, where all take water, almost 
without exception, and where those 
who opposed the first introduction of 
water works are now strong in their 
favor. Their net income in 1877, after 
paying 6 per cent. interest on $90,000 
of bonds, and all running expenses, 
was more than $2000, not taking into 
account the hydrants for fire service, 
or water furnished for school houses 
or engine houses. The town of .At- 
tleboro, with water works built in 
1873-4, during the era of high prices, 
when iron was $70 per ton instead ot 
$27, at a cost for construction of about 
466,000, running by steam at a cost of 
about $2500 a year, received last year 
$6071.67 from water rents. Even at 
their high cost of construction, if - 
they could fund their debt at 5 per 
cent. instead of 7 per cent. as they 
now pay, their account would stand 
as follows: Receipts in 1877, $6071.67. 
Expenses, $2511.87; Interest at 5 per 
cent. on $66,000, $3300. Total, $5811.87. 
Showing a net gain of $159.80, And 
their receipts are increasing annually. 

Having presented these considera- 
tions, we would in closing recommend 
the adoption of one of the plans pro- 
posed as the town may deem best, and 
that we begin at once to take meas- 
ures to carry the same into effect, by 
voting to apply to the Legislature for 
authority to take water, and to issue 
bonds, (not to exceed $65,000), to de- 
fray expenses, such part only to be 
used as are required for the construc- 
tion of the works. 

The opinious of the Franklin Con- 
mittee are so nearly our own that we 
again quote: 

Weare of the opinion that this en- 
terprise should be undertaken by the 
town, ratber than by a separate or- 
ganization. The interests of the 
town are so nearly identical that its 
municipal organization should be suf- 
ficient to conduct such important im- 
provements as the good of the citi- 
zens require. The different sections 
of the town should be one in feeling, 
as they are one in the support of the 
por, the construction and repair. of 
roads and bridges, the maintenance of 
schools, the payment of Town offl- 
cers, and the County and State taxes. 
Sectional jealousies are to be deplored 
as unwise, eitherin the Town, State 
or nation.” 


Respectfuily submitted, 


' Josben Pr BrALS, — } 
Horatio BARROWS, 
JouNn B, LEBARON, 
SYLVANUS MENDALL, } 
Wm. R. Perce, | 

J 


1 


Committee, 


ALBERT ALDEN, 
MATTHEW H. Cusnine, 
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FIRST REPORT 


Water Commissioners, 


to February 27th, 1886. 


MIDDLEBORO. 
JAMES M. CoomsBs, PRINTER. 
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MIDDLEBOKO FIRE DISTRICT. 


Officers for 1885. 


Board of Engineers. 


WALTER M. SNOW, Chief, 

EUGENE P. LeBARON, First Assistant. 
FREDERIC T. BELCHER, Second Assistant. 
NAHUM D. WILBER, Third Assistant. 
CHARLES W. KINGMAN, Fourth Assistant. 


— 


Prudential Committee. 
GEORGE L. SOULE. 
GEORGE T. RYDER. 
CHARLES W; DRAKE: 
Clerk. 
IRA M. THOMAS. 
Treasurer. 


FOSTER A. HARLOW. 


Water Commissioners. 
JOSEPH T. WOOD, Term Expires Jan., 1887. 
WARREN H. SOUTHWORTH, Term Expires Jan., 1888. 
JOSEPH E. BEALS, Term Expires Jan., 1889. 


Annual keport 


OF THE 


BOARD OF ENGINEERS. | 


In accordance with the By-Laws of the District we herewith 
submit the annual report of this department for the year ending 
Dee. 31st, 1885, and such other information and suggestions as 
may be of interest to you. 


ORGANIZATION. 
The department, as now organized and equipped, is composed 
b) b] 
of a Chief Engineer, four Assistant Engineers, 20 Hook and 
Ladder men, 13 Chemical engine men, 39 hand engine men, and 
b fa) b) fe) > 
15 fire police,*makinge a total of 92 members. 
2.) ras) 


APPARATUS. 
The apparatus consists of one Hook and Ladder truck, and one 
Chemical engine, and one hand engine and reel, all of which are 
fully equipped, and in first class condition. 


BUILDINGS. 
*. There are two buildings used for department purposes as fol- 
lows: School street engine house, containing one Hook and 
Ladder Truck and one Chemical engine ; and the Oak street 
engine house, containing one hand engine and hose reel ; both 
buildings are in good condition. 


HOSE. 


The’amount of hose in use is, 150 feet 4 ply one inch rubber 


. A ll bled Ser 
hose, belonging ‘to the Chemical engine ; 350 feet 23 inch linen 


4 ANNUAL REPORT. 


rubber lined hose, the property of No. 6, 10 years old; 800 feet 
cotton rubber lined hose, 9 years old ; 500 feet 4 years old, and 
250 feet, 2 years old. 


FIRE POLICE. 
The tire police have responded promptly to all alarms, and 
have satisfactorily performed the duties assigned them. 


FIRES. 


There have been 15 alarms during the year; 11 still, and 4 
working fires. Jan. 5th, 7.55, a. m., tenement house owned by 
Star Mill Corporation ; cause, defective chimney 3 loss, $150, 
No insurance. January 12th 12.30 p. m., tenement house cor- 
ner of Jackson and Lincoln streets, owned by P. H. Peirce & 
Co.; cause, defective chimney ; loss trifling. October 21st, 1.40 
a.m., Murdock Parlor Grate Works; cause defective chimney ; 
loss, $20. December 20th, 4.40 p. m., tenement house owned by 
Isaac Soule, on Barrows street ; cause, defective chimney 3; loss 


small. 
RECOMMENDATIONS. 


We would recommend the purchase of one four wheeled hose 
carriage, to be placed in the Oak street engine house, and one 
two wheeled hose carriage, to be placed in the School street 
engine house, to be used in connection with the Chemical engine. 
We also recommend the purchase of one thousand feet of good 
reliable hose, and that the sum of $1750 be appropriated for the 
above purposes. In concluding this report, we wish to express 
our thanks to the Prudential Committee for their kind and 
courteous treatment, and to the members of the department, 
generally, for their prompt and cheerful obedience to orders at 
all times. 


Respectfully submitted, 


WALTER M. SNOW, 


EK. P. LEBARON, Engineers 
FREDERIC T. BELCHER, of the 


N. D. WILBER, 
C. W. KINGMAN, 


Fire Department. 


— - 5 - SE 


Keport of the Prudential Committee 


OF THE 


MIDDLEBOKO FIRE DISTRICT. 


> 


FOR THE YEAR ENDING DEC. 3lst, 1885. 


Of the $1500 appropriated at the last annual meeting of the 
District to meet the expenses of the year 1885, we have approved 


bills for the amount of $1531.72, viz.: 
Firemen, 

Stewards, 

Officers of Department, 

Painting and Repairing Apparatus, 
Printing and Publishing Warrants, 
Coal, 


General supplies and labor on stoves, both houses, 


Collecting Taxes, 

Gas, 

Registration, 

tire Police, 

One Flag, 

Blank Book, Express, Postage, Sponges, 


$689.45 
170.00 
105.00 
76.40 
69.50 
60.58 
42.03 
40.00 
37.80 
17.00 
12.25 
8.00 
3.71 


Leaving a balance unexpended of $168.28, an increase over the 


expenses of 1884 of $56.31. 


The property of the District is well cared for by the Engineers 
and the Apparatus is in fine condition, being thoroughly over- 
hauled and repainted the past year at an expense of $76.40. We 
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have examined the accounts of the Treasurer and find them 
correct. 
Respectfully submitted, 
NY @) 7 
Pe he AS UAL } Prudential 


GEORGE T. RYDER, 
CHARLES W. DRAKE, 


\ Committee. 


TREASURER’S ACCOUNT FOR THE YEAR 1885. — 


Available funds, $4247.23 
Disbursements as follows : 

Incidental expenses, Seliye 

Borrowed money and interest, 2614.25 

Officers, 105.00 

Steward of Chemical and No. 6 Engines, _ 150.00 

Young Mechanic Engine Co., 373.77 

Chemical Engine Co., 127.66 

Hook and Ladder Co., including Steward, 208.52 
Balance, 301.26 


$4247.23 


Fr. A. HARLOW, Treasurer. 


By-Laws 


OF THE 


Middleboro Fire District. 


ARTICLE I. 


OFFICERS. 


SECTION 1. The officers of the District shall consist of a Chief Engineer, four 
Assistant Engineers, a Clerk, a Treasurer, and a Prudential Committee of three, 
all of whom shall be chosen annually by ballot, to serve for the ensuing year, or 
until their successors are chosen and qualified, and a Board of Water Commision- 
ers, consisting of three persons, one of whom shall be chosen by ballot at each 
annual meeting, to serve for three years begining with the annual meeting of the 
year 1886. 

SECTION 2. The officers of the District shall receive respectively for their ser- 
vices such compensation as the District may determine at its annual meeting. 


ARTICLE II. 


MEETINGS. 


SECTION 1. Meetings of the District shall be called by the Clerk when reques- 
ted in writing by the Board of Water Commissioners, the Prudential Committee, 
the Chief Engineer, or two Assistant Engineers, or by seven voters of the District, 
and he shall give notice of the same by posting written notifications in at least six 
public places in the District not less than seven days prior to the meeting, or by 
publishing the same in a newspaper printed within the District, which notifica- 
tion shall briefly state the purposes of the meeting. Meetings may also be called 
on application of seven or more legal voters in said Fire District by a warrant 
from the selectmen of Middleboro on such notice as may be prescribed therein. 


SECTION 2. The annual meeting shall be holden within the District on the third 
Monday in January in each year. 


ARTICLE Ili. 


FINANCES. 


SECTION 1. The financial year shall begin with the first day of January in 
each year and end with the last day of December following. 
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SECTION 2. No district notes, bonds, or scrip shall be issued by the Treasurer 
unless authorized by a vote of the District : and allsuch notes, bonds, or serip shall 
be signed by the Treasurer of the Fire District, and countersigned as follows, to 
wit : Notes bonds or serip issued on account of the Water Works of the District by 
the Water Commissioners : and all other notes, bonds or scrip by the Prudential 
Committee of the District. 


SECTION 3. No money shall be paid from the treasury of the District, except 
notes. bonds or scrip issued as above provided, and interest on the same, without 
the written approval or order of the Prudential Committee in the case of bills be- 
longing to the Fire Department, or of the Water Commissioners in the case of 
bills belonging to the Water Works department, 

SECTION 4 An Auditing Committee consisting of three persons shall be ap- 
pointed annually, one from the Board of Water Commissioners, one from the 
Prudential Committee, and one from the Board of Engineers, whose duty it shall 
be to audit the vouchers and accounts of all officers of the District at the close of 
the fiscal year, and present a written report at each annual meeting. 


ARTICLE IV. 


FIRE DEPARTMENT. 


SECTION 1. The Fire Department shall consist of a Chief Engineer, four Assist- 
ant Engineers and as many Engine-men, Hose men and Hook and Ladder men as 
shall be necessary to manage the Fire Apparatus within the District, not exceed- 
ing the nuniber allowed by law. 


SECTION 2. The Engineers shall organize themselves into a Board of Engineers 
three of whom shall form a quorum for the transaction of business. They 
shall appoint annually in January the Engine men, Hose men, Hook and Ladder 
men and Fire Police. They shall have the general superintendence and control 
of all the Fire Apparatus and the Hydrants (in case of fire, and for all purposes 
of the Department), Houses and Furniture belonging to the District, as well 
as over the officers and members of the several Companies attached to the 
Department, and all other persons present at fires : and may make from time to 
time such Rules and Regulations for the government and discipline of the depart- 
ment, and preservation of order in time of fire, as they may think expedient, said 
Rules ete., not being repugnant to the Laws of the Commonwealth. 


SECTION 3. It shall be the duty of said Engineers, whenever a fire shall break 
out in the District, immediately to repair to the place of such fire, and to carry 
with them a suitable badge of their office: to take proper measures that the 
several Engines and other apparatus be arranged in the most advantageous situa- 
tions, and duly worked for the effectual extinguishment of the fire, to require 
and compel assistance from all persons, as well as members of the Fire Depart- 
ment and others in extinguishing the fire, removing furniture, goods, or other 
merchandise from any building on fire, or in danger thereof, and to appoint 
guards to secure the same: and also in pulling down and demolishing any house 
or building if occasion requires, and further to suppress all tumults and disorders. 
It shall also be their duty to cause order to be preserved in going to, working at, 
or returning from fires, and at all other times when companies attached to the 
Department are on duty. 

SECTION 4. The Chief Engineer shall have sole command at fires, over all the 
other Engineers, all members of the Fire Department and all other persons who 
may be present at fires, and shall direct all proper measures for the extinguish- 
ment of fires, protection of property, preservation of order, and observance of 
the laws, ordinances and regulations respecting fires. In the absence of the 
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Chief Engineer, the Engineer first present at the place of fire shall execute the 
cuties of his office with full power. 


SECTION 5. The term of service for the members of the Fire Department shall 
commence on the first day next succeeding the annual election, and shall con- 
tinue one year, or until others are chosen or appointed in their places. 


SECTION 6. It shall be the duty of the Chief Engineer to keep himself thorough- 
ly informed of the condition of the fire apparatus attached to the District, and 
the several Hydrants, Engines, Hose, and Hook and Ladder Companies, and re- 
port thereon at the annual meeting of the District: and also under the direction 
of the Prudential Committee, from time to time, make all necessary repairs or 
additions to the fire apparatus and buildings connected with the same. 


SECTION 7. Each of the Companies appointed by the Board of Engineers shall 
have a Foreman, two Assistant Foremen, and a Clerk ; except Fire Police, which 
shall have a Captain, two Sergeants, and a Clerk; and these officers shall be 
chosen by the Company the third week in January. Each member of the Fire 
Department shall be furnished with a suitable badge, which shall be the property 
of the District. 


SECTION 8. The Engines, Hose, Hook and Ladder men, and Fire Police, may 
organize themselves into distinet Companies elect their necessary officers, and 
establish such Rules, Regulations and By-Laws as may be approved by the Board 
of Engineers. And in case of rejection by the Board of Engineers of any of the 
officers elected by said companies, their names shall be returned to the Company 
who shall select another person for approval, and these officers when approved 
shall hold their places until removed, or others are elected in their stead, and 
shall receive such compensation for their services as the District shall from time 
to time determine. 


SECTION 9. Whenever ata fire any person present at said fire refuses to obey 
the orders of any Engineer, it shall be the duty of the Board of Engineers imme- 
diately to prosecute the person so offending. 


SECTION 10. Any officer or member of the Fire Department who shall wilfully 
neglect or refuse to perform his duty or shall be guilty of disorderly conduct, or 
disobedience to his superiors in office, shall for such offence be dismissed from 
the Department. E 


SECTION 11. It shall be the duty of such of the Fire Police of the District as 
may be selected by the Engineers for that service, to repair with their badges of 
office at an alarm of fire, immediately to the place where the fire may be, and 
there to use their best skill and power under the direction of the Engineers for 
the preservation of the publie peace and the prevention of theft and destruction 
of property, and the removal of all suspected persons. 


SECTION 12. It shall be the duty of the Chief, and other Engineers to enquire 
for and examine into all buildings, including chimneys, and other places where 
combustible materials may be collected and deposited, and at all times to be 
vigilant in causing the removal of the same, whenever, in the opinion of any two 
of them the same may be dangerous to the security of the District from fires, and to 
direct the tenants or occupants of such places to remove the same: and in case 
of such tenants or occupants neglect or refusal so to do, to cause the same to be 
removed at the expense of such tenants or occupants who shall in addition be 
liable to a penalty not exceeding twenty dollars for such neglect or refusal: and 
any person who shall obstruct the Engineers or any one of them in carrying out 


the provisions of this section, shall also be liable to a penalty not exceeding 
twenty dollars. 


SECTION 13. All the companies of the Fire Department shall be furnished with 
a copy of these By-Laws, and copies of this Article shall be framed and placed in 
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their respective houses: and it shall be the duty of the officers and members of 
the Department to conform to all the requisitions and perform all duties therein 
required. 

SECTION 14. No company shall have power to appoint or discharge any officer 
or member without notification and permission of the Board of Engineers. 


ARTICLE V. 


WATER WORKS DEPARTMENT. 


SECTION 1. The Board of Water Commissioners shall have the care, custody, 
management and control of all the property, real and personal, belonging to the 
District, except the property placed under the control of the Board of Engineers 
as provided in section second of. article fourth of these By-Laws : shall have au- 
thority to determine and establish from time to time a tariff of water rates and 
make rules and regulations for the introduction and use of water, and shall certify 
all bills against the District contracted by their authority. Said Commissioners 
shall annually make a full report in writing of their doings and expenditures, 


SECTION 2. The Board of Water Commissioners or their assistants may enter 
upon the premises of any water taker to examine the apparatus to ascertain the 
use to which the water is applied, or to find or stup any waste. They shall in all 
suitable ways exercise a careful supervision to protect the interests of the water 
works. . 

SECTION 3. Whoever wilfully or wantonly corrupts, pollutes or diverts any of 
the waters taken or held by the District, or injures any structure, work, or other 
property owned or held by the District for the purposes of the Water Depart” 
ment, shall forfeit and pay to the Fire District three times the amount of damages 
assessed therefor, and, upon conviction of either of the above wilful acts shall be 
punished by a fine not exceeding three hundred dollars, or by imprisonment not 
exceeding one year. 


SECTION 4. Any person who shall draw off or cause to be drawn off any water 
from any water pipe, conduit, hydrant, fountain or watering trough connected 
with the water works of this District, or shall turn on or off the water in any 
such water pipe, conduit, hydrant, fountain, or watering trough without license 
or authority of the Water Commissioners, or open any hydrant except in case of 
fire or by authority of said Commissioners or of the Chief Engineer of the Fire 
Department, shall forfeit and pay for each offence a sum not less than three nor 
more than twenty five dollars. 


ARTICLE VI. 


CLERK. 


SECTION 1. The Clerk, in addition to the duties of his office required by law, 
shall keep on file all reports, certificates, and inventories submitted to the District 
by any officer or committee thereof, which said record shall be open at all rea- 
sonable times to the inhabitants of the District qualified to vote in town affairs. 


ARTICLE VII. 


TREASURER. 


SECTION 1. The Treasurer shall be required to give bond in such sum as the 
Prudential Committee and Water Commissioners may require, with sureties to 
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their satisfaction, for the faithful discharge of the duties of his office. He shall 
receive and take charge of all sums of money belonging to the District, and pay 
over and account for the same according to its order, or to the order of the Pru- 
dential Committee, or Water Commissioners. He shall also keep a regular ac- 
count of all moneys received and expended by him, and submit a detailed report 
at the annual meeting and at such other times as the District may by vote 


require. 
ARTICLE VIII. 
AMENDMENTS. 
SECTION 1. These By-Laws may be altered or amended at the annual meeting 
or at any other meeting regularly called for the purpose. 
March 8, 1886. 


Approved—LINCOLN F. BRIGHAM, 


Chief Justice of Superior Court. 
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Water Commissioners 


Middleboro Fire District. 


to February 27th, 1886. 


MIDDLEBORO. 
JAMES M. Coomps, PRINTER 
1886. 


Water Commissioners. 


JOSEPH T. WOOD, Chairman. 
Term expires January, 1877- 
_ WARREN H. SOUTHWORTH, © 
Term expires January, 1888, 
JOSEPH E. BEALS, Clerk. 


Term expires January, 1889. 
by] 


Engineer at Pumping Station. 


A. R. GURNEY. 


Water Commissioners Keport. 


In accordance with the requirements of the “ Act to authorize 
the Middleborough Fire District to furnish a water supply,” the 
Water Commissioners, chosen April 29, 1885, herewith present 
the first “report of their doings and expenditures.” Its prepara- 
tion has been delayed somewhat beyond the regular time for the 
presentation of the district reports in order that the first report 
might include, as far possible, all the expenses connected with 
the construction of the works. 

Acting in obedience to the instructions of the district, to pro- 
ceed at once with the work, the commissioners organized on the 
evening of their election by the choice of Joseph T. Wood, chair- 
man, and Joseph E. Beals, clerk. 

After some consultation, and communications with different 
persons, it was decided to employ as our engineer Mr. Percy M. 
Blake, of Hyde Park, who, under the employ of a former com- 
mittee, had made a special study of our situation, and had at 
hand, in connection with his surveys for the sewerage committee, 
much of the information desired in making plans for the Water 
Works. Under the agreement with Mr. Blake he was to “make 
all surveys and plans required, prepare all specifications and 
contracts, lay out and locate the various portions of the work, 
inspect all materials and superintend the construction.” 

One of the first and most important points to be settled was 
the location from which to obtain a supply of water. For this 
purpose, following the recommendation of a previous committee, 
we caused’ wells to be driven in several places on the west side of 
the Nemasket Itiver, and near the line of the brook running from 
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the Clark Springs. But in each of the wells driven the nature 
of the subsoil, or, the quality of the water, as shown by an 
analysis, proved undesirable. We then decided to experiment 
with the driven wells on the east side of the river, in the field 
owned by Mr. James Cole, just south of Grove street. Taking 
samples of the earth every few feet as the wells were driven, we 
found it to bea very clean: porous gravel, and the water’ very 
satisfactory, as shown by the following report from Dr. E. 8. 
Wood of Boston. 


Boston, June 11, 1885. 
WATER ANALYSIS. 


[Figures express parts per 100,000 of Water. | 


Free Ammonia 0.0016 
**Albuminoid’’?’ Ammonia 0.0032 
Chlorine 0.60 
Residue, Fixed 3.20 

Volatile 1.40 
Total Residue 4.60 
Hardness 1 — 


. Transparency, clear. Color, none. Odor, none. Characteristics on 
ignition, no blackening. Nitrates, absence by ferrous sulphate test. 
Remarks, an excellent water. 


‘EDWARD S. WOOD. 


As the water on the east side of the river would be lable to 
be free for a long time from any contamination from the growth 
of the village, and as the numerous springs all along the river 
bordey on that side seemed to be fed with sparkling water from 
the long range of gravelly hills beyond, we decided upon that 
location. We accordingly entered into* negotiations with Mr. 
Cole for the purchase of the lot, which contains about nine 
acres. Differing with him as to the value of the land it was 
agreed to leave the decision of price to Isaac Sampson, Davis 
Pickens, and Daniel L. F. Swift, of Lakeville, their award to be 
final. After a hearing they named twenty two hundred dollars 
as the sum to be paid, with the cost of the reference, and the 
land was purchased at that price. 


Or 
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DISTRIBUTION PIPING. 


An estimate was made of the amount of pipe and special cast- 
ings of different sizes to be laid, and proposals for furnishing 
and laying the same were invited through advertisements in 
Boston papers. ‘The bidding closed May 21st, 1885, proposals 
having been received from fifteen different contractors, — two 
for furnishing pipe only, five for furnishing and laying it, and 
eight for laying it only. The bid of the Warren Foundry & 
Machine Company of Phillipsburg, N. J., being the lowest for 
furnishing the pipe and special castings, ae contract was awarded 
to them, and all the pipe received from them has been of superior 
quality. Messrs. Lewis & Eglee of Flushing, New York, were 
the lowest bidders for the work of laying the pipe and that con- 
tract was awarded to them; but before the papers were signed 
Mr. Lewis died very suddenly while engaged in laying water 
pipes in South Framingham, and the contract was finally. closed 
with Mr. Charles H. Eglee, the surviving partner. Mr. Eglee 
was very prompt in the performance of his work, and it has 
proved very satisfactory, especially as in the eight miles of pipe 
laid not a leak has manifested itself up to the time of tbe : prep- 
aration of this report. The work of laying the pipe was begun 
August 19th, and finished near the last days of November, the 
last part of the work poe delayed about a month by the non- 
arrival of pipe. 


GATES AND HYDRANTS. 


In response to our circulars sent to different manufacturers of 
gates and hydrants, prices were submitted by seven different 
firms, each one claiming that their specialty possessed some ,par- 
ticular excellence. The Commissioners, after making quite care- 
ful examinations, decided to place their order for both gates and 
hydrants with the Ludlow Valve Manufacturing Company of 
Troy, New York, and, as yet, have had no occasion to wish they 
had done otherwise. 


COMPENSATING RESERVOIR. 


For building a compensating reservoir twenty feet in diameter 
and one hundred and three feet high, seven different proposals 
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were received from five different parties, the figures ranging from 
$5300 to $8285. The contract was awarded to the Robinson 
Boiler Works of East Boston, for the former sum. Notwith- 
standing the great number of rivets to be driven and the seeming 
impossibility of making such a structure water-tight, it has 
proved itself to be so, with but very few touches of the caulking 
tool, and the work appears to have been well done in all respects: 

The reservoir lot on Forest street, measuring five rods on the 
street and ten rods deep, was purchased of Mr. James A. Leonard 
for the sum of five hundred dollars. 

The foundation for the reservoir was put in by Mr. Martin O. 
Rounsville of Middleboro, and consists of solid masonry twenty- 
five feet or more in diameter and seven feet deep, with well room 
in the middle for the purpose of getting at the pipes underneath 
the reservoir. 

When it was completed a strip of concrete about six feet 
wide was laid around it, and the lot graded and sloped off; but 
during one of the heavy rains in the early part of the winter the 
filling settled so unevenly that the concrete will have to be laid 
anew. 

The roof was constructed by Mr. W. H. Southworth, work be- 
-ing done by the day. 


PUMPING STATION. 


live proposals were received from different contractors for 
building the pump and boiler house and chimney. .That of Q. 
A. Faunce, of Wollaston, being the lowest, the contract was 
awarded to him, and the work was faithfully and well performed, 
under the supervision of Mr. Chauncey R. Stranger. The same 
workmen were afterwards employed to build the foundations for, 
the pumps, and also to set the boilers. ‘The wood work was done 
by Mr. Southworth, one of the commissioners, as sub-contractor 
under Mr. Faunce. 

The coal shed was built under contract by Mr. Sylvanus Men- 
dall. 

The floor for the pump room, and the high fence around the 
back yard were built by the day under the direction of Mr. 
Southworth. 


~ 
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For furnishing the pumping machinery according to our speci- 
fications proposals were received from four of the principal man- 
ufacturers of this class of machinery in the country, covering 
eight sets of figures. After examining the pumping machinery 
in operation in Quincy, South Abington, East Boston, Revere, 
Watertown, Taunton and Fall River, we decided to place the 
contract with the Deane Steam Pump Company, of Holyoke, for 
the sum of five thousand and thirty dollars, and we have thus far 
seen no reason to regret our choice. Our plant is somewhat dif- 
ferent from any of the water works in the vicinity, — we having 
two engines of equal capacity which can be run singly or both 
together, and two boilers, either of whick can be run with either 
engine, or all together. We believe that the plan which we have 
adopted is the most economical for a plant of our size of any 
which we have examined. For report of duty test see report of 
our Engineer. following this report. 


WELL. 


But two proposals were received for constructing the well, and 
one, which was informal, was withdrawn. The contract was 
awarded to Messrs. Putterill & Killian of Boston. They were 
to have $195 per foot for the first ten feet, $225 for the second 
ten feet, and $275 for the third ten feet of finished well, twenty- 
six feet internal diameter. It measured when completed twenty- 
two feet from under side of foundation stones to top of cap 
stones. The work was pretty thoroughly inspected during its 
progress by citizens generally. The nature of the earth for the 
whole depth proved to be loose, porous gravel, and the supply of 
water which it is capable of yielding is probably more than our 
town will require in the dryest time, during the present gen- 
eration. . 

The conical roof over the well was constructed by day work. 

The grading around the pumping station, also the filling 
around the well and the driveway were done by our local teams, 
the work being done by the day. A little of the top soiling and 
some more filling of the marshy land remains to be done. 


CO 
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The coal sheds were filled with about one hundred tons of 
Cumberland Coal, bought of Mr. James L. Jenney at $4.38 per 
ton of 2240 pounds, his bid for the same being the lowest. 

The pumping plant when completed was placed in charge of 
Mr. A. R. Gurney of Wareham. who assisted in setting up all 
the pumping machinery from the time it was landed on the spot, 
and it appears to receive first rate care at his hands. 


SERVICE PIPES AND METERS. 


About the first of October we issued circulars inviting bids for 
putting in service pipes. A number of responses were received. 
After carefully considering the matter it was decided to accept 
the bid of Messrs. Maher, Trefethen & Co., of Taunton, as being 
the most satisfactory. The work was done under the supervision 
of Mr. Hugh F. McGee, who has had charge of putting in service 
pipes in Taunton for a number of years. 

The first application for a service was made October 15, 1885, 
and from that time till the ground froze up one hundred and 
forty-four services had been put in. But one leak has shown 
itself which we have had to dig up in order to repair, and, having 
stood the test of an unusually severe winter, we think the work 
well done. 

For meters we have adopted those known as the “Crown,” 
made by the National Meter OCo., of New York. Of these we 
have in use, 15 half-inch, 7 three-quarter-inch, and 2 one-inch. 
There has also been set one “ Empire ” Meter, half-inch. 

The total cost of service pipes and meters to date has been 
$3208.44, of which sum $1838.28 has been collected from parties 
having services put in, making the net cost to the water works 
$1370.16. At the date of this report water is being supplied 
through one hundred and nineteen of these services, Two bills 
for service pipes are yet unpaid. The following is a 


SCHEDULE OF WATER TAKERS. ° 


Number of services put in, 144 
Number taking water, 119 
Families, 112 


Faucets, 124 
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Hose, 22 
Water Closets, 2 
Bath Tubs, 2 
Horses, 9 
Cows, 4 
Straw Goods Manufactory, l 
Meetinghouse, 1 
Furniture Warehouse, 1 
Blacksmith Shop, 1 
Saloon, 1 
Supplied through meters, 25 


So far as we have information, water is supplied through these 
meters to 28 families, (many having bath tub, water closet and 
hose connections) 1 boarding house, 8 livery stables, 6 private 
stables, 1 shoe manufactory, 1 foundry, 1 machine shop, 1 barber 
shop, with bath rooms, 1 market, 1 bakery, 1 laundry, 1 druggist, 
1 hardware store, 1 billiard room and 1 Salvation Army. 

The water rates and rules and regulations will be found in an- 
other part of this report. They were established after a careful 
study of the customs of a large number of water works depart- 
ments, and, being based upon those customs, which are largely 
the result of long experience, are believed to be as nearly equita- 
ble as circumstances will allow. 

The quality of water secured receives praise from every quar- 
ter. Many declare it to be the best water they ever tasted. An 
analysis procured just as this report is being closed gives the fol- 
lowing :— 

Harvard Medical College, Chemical Laboratory, 

Boston, Mass., April 1, 1886. 
WATER ANALYSIS. 

[Figures express parts per 100,000 of water. | 


Free Ammonia, 0.0004: 
** Albuminoid’’ Ammonia, 0.0010 
Chlorine, ~ 1.20 
Residue, Fixed, 4.00 

Volatile, 3.90 
Total Residue, 7.90 
Hardness, English degree, 4 


Date of reception, March 12. Transparency, clear. Color, none. Odor 
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none. Characteristics onignition, no blackening. Nitrates absent by 
ferrous sulphate test. Remarks, An excellent water. It is suitable for 
drinking and other domestic purposes. There is no evidence of injuri- 


ous contamination. 
EDWARD S. WOOD. 


FINANCIAL. 

During the first part of the work of construction we provided 

funds by means of temporary leans which were paid up when 

our bonds were issued. We have issued bonds to the amount of 

seventy thousand dollars, bearing interest at the rate of four per 

cent. per annum, payable semi-annually, all dated Sept. 1, 1885, 
and payable as follows : — 


Payable September 1, 1895, $10,000 
: ec 1, 1900, 15,000 . 

“ “ 1, 1905, 15,000 

‘ “ 1, 1910, 15,000 

“ “ 1, 1915, 15,000 

$70,000 


These bonds were all taken by the New Bedford Five Cents 
Savings Bank, at a premium of two and one-half per cent., 
amounting to $1,750. 

All bills for construction account have been paid to date of 
this report, and the total net cost of the works, as shown by the 
statement of expenditures, is $71,620.98, leaving a cash balance 
of $129.02, and $5000 of authorized bonds not issued. We also 
have on hand about two thousand feet of cast iron pipe, most of 
which will be available for future extensions, several tons of 
special castings, hydrants, gates and gate boxes, and other mate- 
rial, all amounting to more than two thousand dollars in value. 
The original estimate of the cost of our works was $72,307.38, 
which sum covered but about seven miles of pipe and included 
nothing for land purchases, engineering, overseeing, inspection, 
commissioners’ services, or for service pipes. AH these are in- 
cluded in our statement of cost, and, as the report of our engineer 
will show, we have laid about eight miles of pipe. We think we 
may take justifiable pleasure in the fact that we have completed 
the special duty assigned to us by the district, and have kept so 
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far within our appropriation, and, at the same time, havesecured 
a system of water supply so satisfactory in all its details. 

The following is a partially classified statement of expenditures 
on account of the water works to Feb. 27th, 1886 :— 


CONSTRUCTION ACCOUNT. 


Received from sale of bonds, $70,000.00 

Received premium on bonds sold, 1,750.00 
$71,750.00 

Paid out as follows : — 

Expenses of driving wells, $64.46 

Analysis of samples of waters, 30.00 

James Cole, for pumping station lot, 2,200.00 

Expenses of referees on purchase of lot, 7.50 

Q. A. Faunce, contract for building station, 3,702.00 

Q. A. Faunce, extra work on foundations, 358.26 

M. O. Rounseville, work on foundations, 300.00 


Granite work for pump and boiler foundations, 202.00 
Grading, laying suction pipes, and work on lot, 655.26 


S. Mendall, for building coal shed, 275.00 
Stone posts and irons for coal sheds, 8.35 
Davis & Farnham M’f’g Co., suction pipes, 
ete., | 235.03 
Valves and gates for pump room, 142.70 


Hardware, locks, vane, drain pipe, tools, 
lamps, and supplies for pump house, 


well roof and fence, 133.42 
Steam pipe and fittings, plumbing, bolts and 

nuts, ete., 106.79 
Lumber for pump room floor, 109.91 
Labor, lumber and material for pump room 

floor and back yard fence, 173.50 
Stone for hot well cover, 7.50 
Deane Steam Pump Co., boilers and pumps, 5,020.00 
Smoke flue, 43.00 
Freight and express, 13.74 


Lumber, labor and material for well roof, 117.48 


i WATER COMMISSIONERS’ REPORT: 
35.07 
61.00 

4,750.00 


Painting well roof, fence, ete., 
Scales, wheelbarrow, clock, table and chairs, 
Putterill & Killian, constructing well, 


Warren Foundry and Machine Co., cast 
y; ) 
iron pipe, 
Chas. H. Eglee, for Jaying pipes, 
Ludlow Gate and Valve M’f’g Co., vates and 
ton) 2) ps 


"25,278.13 
10,488.29 


valves, 4,119.62 
Bingham & Taylor, gate boxes, and freight, 364.48 
Coffin Valve Co., large valve, 115.00 
Freight on valves, ete., 3.31 
Extra team work, 50.98 
Boards for dam at pond, 3.78 
Blacksmithing, ete., 4.35 
Gate wrenches, 15.00 
Expenses of testing works, 58.00 
James A, Leonard, reservoir lot, 500.00 
M. O. Rounseville, reservoir foundation, 869.00 
Robinson Boiler Works, wrought iron reser- 

voir, 5,331.45 
Coftin Valve Co., check valve, 100.00 
Davis & Farnum M’f’g Co., cast iron flange 

pipe | 292.44 
Pieces of steel rail for foundations, 7.38 
Bolts and nuts, 6.43 
Lumber, labor, etc., for roof, 73.80 
Concreting under and around reservoir, 61.20 
Grading reservoir lot, 102.69 
Other work under reservoir, 91.40 
Freight, express, etc., 1.50 
Stone and cover for foundation well, 30.00 
Maher °& Trefethen, contract for service 

pipe, 2,561.12 
Bingham & Taylor, service boxes, 195.00 
National Meter Co., meters, 442.25 


$18,752.22 


$40,500.94 


7,478.29 


WATER COMMISSIONERS REPORT. 


Other labor on service pipes, 5.40 
Freight on service boxes, meters, etc., 4.67 


Percy M. Blake, engineering, inspection, etc., 2,600.00 


Steel tape for measuring, 4.00 
Office desk and freight on same, i.e 
Drawing table, stools, and other furnishing, HL? 
Advertising contracts, 20.01 
Corporation seal and rubber stamps, 6.14 
Printing contracts, water rates, hills, ete., 

and furnishing blank books, 81.14 
Preparing bonds, 18.00 
Frost & Adams, drawing and tracing paper, 20.83 
Rent of office, Town of Middleboro, 25.00 


Traveling expenses of Commissioners, post- 
age, telegrams, express, and sundry 


small expense items, 83.24 
Interest on temporary loans, 36.56 
Commissioners’ Salaries, — District vote, 800.00 
Legal services, 5.00 


Total expenses, 
Less amount received for pipe and material 

sold, 209.80 
Less amount received for service pipes, 1,838.28 


eee 


Total cost of works to date, 
Balance of cash in Commissioners’ hands, 1.99 
Balance of cash in Treasurer’s hands, 127.03 
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$3,208.44 


$3,729.17 


$73,669.06 


2,048.08 


$71,620.98 


129.02 


$71,750.00 
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MAINTENANCE ACCOUNT. 


Received for water rates, $803.05 

Received for interest on bank deposit, 362.70 
$1,165.75 

Paid for coal and wood, $457.77 

Paid for printing blanks, 10,25 

Paid A. R. Gurney, engineer, to Jan. 1, 118.75 

Paid for packing, ete., for pumps, 39.95 

Paid for cylinder and machinery oils, 23.50 

Paid J. & G. E. Doane, supplies, 4.85 


—— 655.07 


Balance on hand, $510.68 ° 


The actual value to our village of a supply of good water can 
never be made to appear in any set of figures, or estimated by 
any standard of money value. It is something more than a 
luxury to have pure water brought into our houses and grounds. 
Our lives, health, convenience and comfort are in no small degree 
dependent upon it, and these are higher considerations than the 
mere question of money. 

Following this report will be found :— Treasurer’s Report, 
Water Department. Report of Perey M. Blake, Engineer. 
Water Rates, Rules and Regulations. 

In conclusion we wish to acknowledge the courteous treatment 
and the many cheering words which we have received from those 
we have met during the progress of the work, almost every de- 
tail of which was new to us all; and for whatever of success we 
may have secured, we feel certain that the citizens generally will 
rejoice with us. Pleasant relations have existed between all 
parties during the work. 

Very respectfully submitted, 
JOSEPH T. WOOD, 


W. H. SOUTHWORTH, 
JOSEPH E. BEALS, 


Water Commissioners. 
Middleborough, March, 1886. 
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Mippiesorovucu, Mass., March 6, 1886. 


The undersigned, auditing committee of the Middleborough 
Fire District, have this day examined the accounts of the Treas- 
urer, for the Water Department, for the year ending Feb. 27th, 
1886, and find them correct, and all payments properly vouched 
for. 

GEO. T. RYDER, 
WALTERS MEIN yy: 
JOSEPH E. BEALS. 


neineer’s Keport. 


Wye) 
JOSEPH T. WOOD, So a 
BNE OUTH WORTH, } tan we ecg 
JOSEPH E. BEALS. Vie aaa eae hts 


Gentlemen: 


LE submit the following report on the construction of the Mid- 
dleborough Water Works during the year 1885. The plan or 
system adopted and carried out in the construction, is that known 
as daily pumping into the distribution piping, with a compensat- 
ing reservoir for night storage. 

The works consist of the following parts, viz. 

Collecting well or source. 

Pumping station, containing pumping machinery and boilers. 

Distribution piping, including the hydrant service. 

Compensating reservoir, or standpipe, as it is sometimes called. 

A brief description of each of these parts of the system may be 
of interest as answering the many questions that have been 
asked in regard to the precise operation of the works. 

Appreciating the fact that the quality of the water to be fur- 
vished should be of the greatest purity obtainable, soundings 
were made in the southerly part of the village above all possible 
domestic or manufacturing pollution to discover the existence 
of a clean, porous gravel substratum from which water in sufficient 
quantity could be obtained for the purpose. From the informa- 
tion gained in this way it was decided to construct a large re- 
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ceiving well in the gravel subsoil in the meadow adjoining and 
on the east bank of the river just south of Grove street. 

This well is circular in form, twenty-two (22) feet deep from 
top of stonework to floor, and twenty-six (26) feet in diameter. 
The water stands naturally about seventeen (17) feet deep, and 
is of such great purity, that grains of sand on the bottom can be 
clearly seen. 

In the construction of this well, the excavation was lined with 
the best rubble stone work obtainable in the vicinity, laid in dry 
bond, and this in turn was lined with brick work twelve inches 
thick, laid in cement mortar. This brick lining begins on a level 
about three feet above the floor of the well, thus leaving an 
annular strip of dry stone masonry through which water can 
freely percolate. By this construction, any surface water which 
finds its way through the meadow, must pass down through the 
clean gravel to a level three feet nbove the bottom of the well 
before it can enter the latter and be drawn for distribution to 
consumers in the village. The contract for constructing this well 
was given to Putterill & Itillian of Boston, who persevered to 
the successful end. 

Every water taker has by this time had an opportunity to judge 
of the quality of the water obtained in this way from this source. 

The yielding capacity of this well exceeds the combined pump- 
ing capacity of the two engines in the pumping station, which is 
equal to pumping twelve hundred (1200) gallons of water per 
minute. 

A comparison of the capacity of this well with the circular col- 
Jecting wells at Dedham and North Attleboro may be of interest, 
and is as follows: 


Area of Yield per Yield per sq. 
bottom. 24 hours. ft. per 24 
hours. 
Dedham, 576 sq. ft. 1,000,000 gals. 1730 gals. 
N. Attleborough, 576“ 1,200.000 ‘* 2070 * 
Middleborough, 676 “ 1,700,000 2500 “ 


Nore.—The North Attleboro well is telescoped at the bottom, which 
diminishes the structural diameter, but does not practically reduce the 
yield per square foot, as the lower section about eight feet in depth is 
lined with rough open stone work. 
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The yielding capacity of the original filter basin of the Taunton 
Water Works was a little more than 600,000 gallons per day with 
a filtering area of the bottom of rather more than 5,000 square 
feet. The greater capacity of the Middleborough well is due to 
the remarkably favorable soil from which its supply is collected: 
The coarseness of this soil and its freedom from fine sand, silt or 
clay, allow the water to pass through it with considerable 
rapidity. 

The temperature of the water drawn from a level fifteen inches 
above the floor of the well was found to be 50° F. The tem- 
perature of the river water at the surface in August was 74° F.; 
at the bottom 723° F. 

The temperature of Assowompsett nond at the same time was 
76° F. The difference in the two river temperatures indicated 
the presence of spring water, and later in the season, when it 
became necessary to draw off the water for the purpose of laying 
a pipe line across the river, the temperature was again carefully 
taken. The outlet of Assowompsett pond being closed, and the 
water of Fall Brook being held back, the flow through the river 
at (Grrove street was limited almost wholly to the supply from 
underground sources. 

Before the pond and brook were cut off, the temperature of the 
river water was 70° F. As the flow in the stream diminished in 
volume, the temperature gradually lowered, and when the 
stream reached its minimum (approximately four millons of gal- 
lons per day) the temperature of the water was 54° F. The 
temperature of the air at the same time was 62° F. 

I quote these facts at length as showing beyond question the 
value of the source you have been able to utilize for the perma- 
nent water supply of the village. The low temperature recorded 
above shows clearly that the valley and meadows surrounding 
and above the pumping station contain extensive gravel sub- 
strata which yield a large volume of water, and it is from’ this 
comparatively inexhaustible source that your supply is drawn by 
means of the well constructed. 

The pumping station contains a plant consisting of two boilers 
and two compound condensing ‘duplex pumping engines. The 
building was constructed by Q. A. Faunce of Quincy, Mass., from 
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designs by Ernest N. Boyden, architect, Boston. The pumping 
plant was furnished by the Deane Steam Pump Company, of 
Holyoke, Mass. 

The dimensions of the engines and boilers are as follows :-— 


ENGINES. 
Diameter low pressure cylinder, 18 inches, 
Diameter high pressure cylinder, 10 inches. 
Length of stroke, 12 inches. 

Each engine is provided with an independent air pump and 
condenser. 

BOILERS. 
Diameter of shell, 54 inches. 
Length of shell, 13 feet. 
Length of tubes, 12 feet. 
Diameter tubes, 3 inches. 
Number tubes, 72 


Dimension of grates 55 inches XK 48 eae or 
18,33, square feet area for each boile1 

Draft chimney of pumping station. 

Square flue 30 in. X 30 in. 

Height of chimney 70 feet. 

The nominal capacity of each pumping engine is 600 gallons 
of water per minute, raised 200 feet high, or 864,000 gallons per 
day of twenty-four hours. Although small engines, a careful 
duty test on Jan. 7-8, 1886, (24 hours) made under my genera] 
direction by Mr. H. R. Kimpton, the mechanical engineer of the 
Deane Steam Pump Co. gave the results recorded below. This 
test was made under the following specifications of the contract 
with the Deane Steam Pump Company. 


TEST FOR ECONOMY. 

“After the entire pumping plant, permanently completed, has 
been in operation not less than thirty consecutive days (Sundavs 
excepted) both boilers shall be fired and steam held in each at a 
pressure of not less than 30 lbs. per square inch for twenty-four 
hours. The contractor shall then select either boiler for the 
test and the other shall be shut off, but a fire and steam pressure 
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of twenty (20) pounds per square inch shall be maintained 
therein during the test. | 

The test shall last twenty-four hours, and fifteen minute 
observations shall be recorded. All coal fired shall be noted 
the recorded displacement of the pumps reduced to weight and 
multiplied by the average vertical lift of the entire trial, and the 
result divided by the pounds of coal (in hundreds) consumed, no 
allowance for cinders or ashes removed during test or remaining 
thereafter to be made, The vertical lift shall be equal to the 
head in feet indicated by the pressure gauge in engine room 
when pumping as above, plus the vertical distance from center 
of this gauge to surface of water in well with no allowance for 
friction in pumps or pipes between gauge and well. 

‘These tests shall be made under the personal direction of the 
Engineer of the Water Commissioners.” 


MEMORANDA OF THE DUTY TRIAL 
of the East Pumping Engine, made at the pumping station of the 
Middleboro Water Works, January 7-8, 1886, 24 hours. 


Highest temperature in engine room, 46°: 
Lowest temperature in engine room, OSC: 
Lowest temperature in open air, Oo ape 
Highest temperature in open air, 22° BL 
Average steam pressure, 65 pounds. 
Average vacuum, 252 inches. 
Average lift as per specifications, 204.81 feet. 
Total coal used (no allowance for ashes) 3647 pounds. 
Revolutions of engine, 86,563 


86,563 x 4 feet = 346,252 feet piston travel. 

346,252 x 349, square feet area plunger = 120,842 cubic ft. 

120,842 cubic feet — 4,674 6-10 cubic feet piston rod dis- 
placement = 116,167 4-10 cubic feet of water pumped x 7 75 
= 868,932 gallons. 

116,167 4-10 cubic feet x 62} lbs. = 7,260.462 5-10 Ibs. of 
water. 

7,260.462 5-10 ee x 204.81 feet lift = 1,487,015.324 ft. lbs. 

1,487,015.324 ~ 36,47, = 40,773.666 panida lifted one foot 


high with 190 Ibs. coal. 
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The guarantee of the Deane Company was 35 millions, so the 
result of this test showed an excess of sixteen and one-half (163) 
per cent. a very gratifying performance for so small an engine. 

I am not aware that this degree of economy has been attained 
before in pumping so small a quantity of water. 

The engines and boilers are so connected in the setting up 
that either or both can be used with either or both boilers 

The ten inch force main through which all the water pumped 
passes, is at present laid across the meadow and river diagonally, 
to a point in Grove street on the west bank of the river, thence 
through Grove street to the general distribution system. 

The extent of the system of pipes laid in the village can best 
be seen from the schedule appended to this report. 

The pipes and special castings were furnished by the Warren 
Foundry and Machine Co. of Phillipsburg, N. J., the stop gates 
and fire hydrants came from the Ludlow V Ave Manufacturing 
Company of Troy, N. Y., and the work of pipe laying was done 
by Mr. Charles H. Eglee of Flushing, N. Y. 

Pressure tests varying from 95 to 130 pounds per square inch 
have developed no leaks thus far, which proves the work to be 
first class. 

The compensating reservoir on Forest street was constructed 
by the Robinson Boiler Works of East Boston, and so far is a 
tight and trustworthy structure. Its height is 103 feet, diame- 
ter 20 feet, and when full to high water mark, which is three feet 
below the top, it contains 235,000 gallons or more than nine hun- 
dred (900) tons of water. 

When water is being pumped, consumers are being supplied 
from the direction of the pumping station ; at other times from 
this reservoir, in the opposite direction. 

Water is admitted to the reservoir at the top and drawn for 
consumption from the bottom, both operations being effected by 
a positive automatic arrangement and causing a vertical circu- 
lation of the water, which together with the alternating flow in 
the distributing pipes ensures fresh water of uniform tempera? 
ture at all seasons of the year. 

The distance from pumping station to reservoir, measured by 

way of Grove, Main, and Center streets is 8,305,5, feet, and the 
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total lift from surface of water in the well to high water level in 
the reservoir is 188 feet. 

The static pressure from full reservoir at the Four Corners 1s 
62 lbs. per square ‘inch ; at the Bay State Straw Works, 62 Ibs. 
per square inch ; at the Star Mills 87 lbs. per square inch. 

The capacity of the hydrant service provided in the system of 
piping was shown in the public test made by the Fire Depart- 
ment under Chief Engineer Snow, December 5, 1885, when eight 
competent streams were thrown simultaneously from four 
hydrants in the center of the village. A limited pumping press- 
ure applied in the same trial also gave a satisfactory result. 

Location plans, showing underground branches, pipes, ete., 
have been prepared both in sheet and book form, and are deliv- 
ered to you with this report. 

In conclusion I wish to specially acknowledge your support 
and co-operation in the laying out aud conducting of the work of 
construction. 

By thus working together, I trust we have succeeded in pro- 
viding for the District a system of water supply competent for 
all the requirements of the village for many years to come. 

The fidelity of the assistants employed upon the work also de- 
serves mention. Mr. Erastus Worthington, Jr., the inspector of 
pipe laying, was specially faithful in carrying out the instruc- 
tions given him. 

Respectfully submitted, 
PERCY M. BLAKE, 
Civil Engineer. 
Hyde Park, Mass., | 
February 3, 1886. 


24 ENGINEER’S REPORT. 


Middleborough Water Works. 


Memorandum of Piping laid in 188s. 


Street From To 12in. 10in. 8in. 6in. 4in. Totals: 
Forcemain |Pump.Sta|Forest St. 7715.0 | 7713.0 
Forest Center Reservoir 592.5 12 b Wt enced 
Main Grove southerly 10) 355.0 | 345.0 
Main Water north 2120 | 2120.0 
Main North Star Mills 1576.0 1576.0 
Grove Main Vine 1609.0 — 1609.0 
Court End Av|Main westerly 754.0 754.0 
Courtland |Main westerly 1403.0 1403.0 
Elm Grove Courtland 1374.0 1374.0 
May Vine’ —_|west 510.0) 92 JP vest 
West Center southerly 589.0} 652.0) 1241.0 
Rock Main easterly 961.5 41 GIS 
Town Hall |Main Center 697.0 | 697.0 
Pearl Oak Peirce 2326.0 | 2326.0 
Oak Courtland |north 4433.0 | 4433.0 
Southwick |Oak westerly 625.0 | 623.0 
High Oak Center 542.0) 542.0 
Center Forest westerly 276.0 1931.0 | 2207.0 
Everett Center northerly 503.0 558.0 
Water Main easterly 25.5} 979 — 1004.5 
Jackson Main Lincoln 598.0) 598.0 
Lincoln Water Jackson 420.0' 420.0 
School Center north 2018.0 | 2018.0 
Barrows Main School 781.0) 781.0 
Myrtle Barrows |north CTLS) GIs6 
North School Main 947.0 1 . B470 
Peirce Oak Main 1840.0 | 1840.0 
Hydrant and blow-off branches 695.0 | 693.0 

592.5'8014.5/3121/26766.3/8664.5) 42158.8 


42,1588, feet —5280=7,984. miles of pipe laid in 1885. 
Number of gates set, 3 12in. 910in. 68in. 486in. 84in. Total, 74 
Number of hydrants set, 64 
PERCY M. BLAKE, 
Engineer. 
February 6, 1886, 


WATER KATES 
of the 


Middleboro Water Works..- 


The following rates are established until further notice, viz: 


Dwelling Houses. 
PER YEAR. 


Occupied by one family for the first faucet...............ccc eee $6.00 
For each additional faucet to be used by the same family......... 2.00 
If occupied by more than one family, one faucet being used by all, 

RT TCE ATING | Vise, ads Viscous ends a 3j8.o0 alle i wd Wier Setar On Wise, Work 5.00 
If occupied by more than one family, each family having one fau- 

ME TUE NHLN PARTELLVE 5) GS. Sid's etka WE Vin clea stake Alston «tote Woe Salad 6.00 
EM DER RCLL GILT) su evc.c'wedstpbocg shee OR oro aha lene e? eet Al nce. da av Mera 5.00 
If used by more than one family in same house, each family...... 4.00 
SAMO ILLONG Dat GUS es weno) s a on dsin e's ahs CBee ema ede es wade 2.00 
SELES TA WiATOre CLOSOUK eileen 0 4c < s'a2 vee eee eas care et es es aes 5.00 
If used by more than one family in same house, each family...... 4.00 
nacre Hdd tonal water ClOsOte.. 36. i 6. wee ROWE Mew ele oe daed ae oa ee 2.00 


In no ease shall the charge for the use of water by a private family, 
exclusive of hose and stable, unless metered, be more than $20.00 

Where two faucets are used, one for hot and one for cold water, 
emptying into the same basin, only one charge will be made for both 


Hotels and Boarding Houses. 


REIT ANCHE OLA Gre ise Hiss Chae ced «cass Be ieee ears Ae «or «LOL 
EST TACIT TRIO eLALIORU este rae Se tke Webel <ole tid cv be ces beeline 3.00 
MESIAL) Sawie C ore ls S cig pra Wielp See oe Ee Keke ee eesea el’ 10.00 
eR I CIOL IALITIOLLLNS cis s dacGiaclect a vies Dives cseseseeceaws 3.00 
PERN cR ta tT FLO Ea rt ere ne hss este e Wiel mig dx ore se Vive oe Wa ee etdidieis 10.00 
SCI EA ACLU e OY BUT CLOSGU hae enle cae Gs os bless via cuuw we van 3.00 


Or if so determined by the Water Commissioners, water to be meas- 
ured. SEE MEASURED WATER. 
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Offices, Stores, Markets and Barber Shops. 


When used for ordinary purposes, same rates as for dwelling houses. 


Stables. ; 
For first: horse... : ¢socesics 2s eee eee era REE Ar Are sy ee $5.00 
For each additional horse... 3 ceue a. cae = ee eee Se ot ee 2.00 
For first‘cow OF OX... i. -42wen ewe tee ee oes tee sie eee 2.00 
For each additional cow.....<. ae 5 ble ne oe 1.06 
The above prices include water for washing carriages. 
Hose. 
For washing windows, sprinkling premises, washing carriages, or 
similar purposes, nozzle not to exceed +of an inch in diameter, 
use limited to one hour per day. -is eee een $5.00 
Manufacturing Purposes. 
SEE MEASURED WATER. 
Building Purposes. 
For each cask of lime or cements: 0.22 vere eee $0.06 


For fountains, green houses, garden hydrants, or other purposes not 
herein mentioned, special rates will be made by the Water Commission- 


ers. 
Measured Water. 


Where water is measured the consumer must provide and keep in re- 
pair at his expense, a meter of a pattern approved by the Water Com- 
missioners. Where a meter is put in for the purpose of measuring the 
water used by the consumer, a minimum water rate to be paid in ad- 
vance will be charged, which will cover the cost of a certain yearly 
quantity of water, and all water drawn in excess of such quantity shall 
be paid for by the thousand gallons. 

Where a meter is put in for the above purpose, the minimum annual 
rate shall in no case be less than ten dollars. 


Meter Rates. 


For measured water, not more than 100,000 gallons per annum, 


per 1000 gallons. wi... ie.) Ae : ive oe) 
More than 100,000 gallons and less than 500,000 gallons per 

annum, per 1000 gallons ...7.... 2... iu. soe de cn eee 0.25 
More than 500,000 gallons per annum, per 1000 gallons............. 0.20 


For consumers using more than 1,500,000 gallons per annum, special 
rates will be made. 

Provided, that in no case where a meter is used shall the annual 
charge be less than $10, which minimum annual charge will be payable 
in advance, All meter rates payable quarterly. 


REGULATIONS 
of the 


Middleboro Water Works. 


The folowing regulations, until further notice, shall be considered a 
part of the contract with every person who uses water : 


1.—All applications for the use of water must be made at the office of 
the Water Commissioners, and state fully the purposes for which it is 
intended to be used. 


2.—All persons using water must furnish pipes, connections-and all 
fixtures, and keep them in good repair and protected from frost, at their 
own expense, and the Commissioners will not be lable for any damage 
resulting from a failure to do so. No person will be permitted to insert 
or cause to be inserted, any faucet in any water pipe, or connect any ser- 
vice pipe for conveying water from any of the main or distributing pipes 
to any house, building or manufactory, or for any purpose whatever, 
without the written permission of the Commissioners or their duly 
authorized agent ; nor shall any addition to, or alteration of, any water 
pipe or faucet be made without such written permission. 

3.—The water must in no case be left running to prevent freezing or 
for other purposes, without the permission of the Water Commission- 
ers or their duly authorized agent. 

4.—Schedule water rates shall be payable at the office of the Commis- 
sioners semi-annually, in advance, beginning at such time as the water 
may be let on, of which notice will be hereafter given. Meter rates shall 
be payable quarterly. 

5.—When water is supplied to more than one party through a single 
tap, the water may be shut off in case of non-payment of either party, 
notwithstanding one ov more of the parties may have paid his oy their 
amount due. 

6.—Owners of premises will be held responsible for the water rents of 
their te ants. 
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7.—No water taker shall supply water to parties not entitled to its use 
except by written permit. 

8.—All apparatus and places supplied with water must be accessible 
at all times to the inspection of the Commissioners or their agent, and 
all pipes and fixtures shall be subject to rejection by said Board if con- 
sidered unsuitable for the purpose. 

9.—Water will be furnished for external fire protection free of charge 
but no one will be allowed to use water through fire hydrants or pipes 
for any other purpose, except upon a written permit from the Board of 
Commissioners. . 

10.—The Commissioners reserve the right to restrict the use of hose 
or fountains, to shut off the water in all cases when it becomes neces- 
sary to make extensions or repairs, or for violations of any of the regu- 
lations; or to put in meters for the purpose of measuring the quantity 
of water used. i 


Middleboro, Oct., 1885. 


ANNUAL REPORTS 


OF THE OFFICERS OF THE 


MIDDLEBORO FIRE DISTRICT, 


AND THE 


PS ee NCEA Re Ol 


OF THE 


WATER COMMISSION ERS, 


For the Year 1886. 


MIDDLEBORO : 
N. L. THATCHER & CO. 
1887. 


MIDDLEBORO FIRE DISTRICT. 


OFFICERS FOR 1886. 


Board of Engineers. 


WALTER M. SNOW, Chief. 

EUGENE P. LeBARON, First Assistant. 

, Second Assistant. 

NAHUM D. WILBER, Third Assistant. 
CHARLES W. KINGMAN, Fourth Assistant. 


Prudential Committee. 
GEORGE L. SOULE. GEORGE T. RYDER. 
CHARLES W. DRAKE. 


Clerk. 
IRA M. THOMAS. 


Treasurer. 


FOSTER A. HARLOW. 


Water Commissioners. 


JOSEPH T. WOOD, Term expires Jan., 1887. 
WARREN H. SOUTHWORTH, Term expires Jan, 1888. 
JOSEPH E. BEALS, Term expires Jan., 1889. 


Engineer at Pumpiog Station. 


A. R. GURNEY. 


Lal thd gh 2) 0d by 


OF THE 


CHIEF ENGINEER OF FIRE DEPARTMENT. 


As required by Art. 4, Sect. 5, of the By-Laws, I herewith 
submit the annual report of this department for the year ending 
Dec. 31, 1886. Under their respective heads will be found a 
statement of the present condition of the apparatus and buildings, 
fires and alarms, a roster of the department, and such recom- 
mendations for the management of the department as I deem to be 
for the best interest of the district and of the department. 


ORGANIZATION. 


This department, as organized Jan. 1, 1886, consists of ninety- 
six Officers and privates detailed as follows: one chief engineer, 
four assistant engineers, fifteen fire police, one hook and ladder 
company of twenty-five men, one chemical engine company of 
fifteen men, two hose companies of eight men each, and one hose 
company of twenty men. 


FIRE POLICE. 


The fire police have responded to all alarms during the past 
year, and have rendered valuable service. 


APPARATUS. | 


The apparatus consists of one hook and ladder truck, one 
double-tank chemical engine, three hose carts, and one hose 
wagon. The.hook and ladder truck, chemical engine, and hose 
No. 1 are located at the School Street house; hose cart No. 2 is 
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located at the Courtland Street house; hose cart No. 3 is located 
at the East Main Street house, and hose wagon No. 6 is located at 
the Oak Street house: all the above are fully equipped, and in first- 
class condition. 


BUILDINGS. 


There are four buildings used for fire department. None of the 
buildings will need any very extensive repairs during the ensuing 
year. 


HOSE. 


The total amount of hose in service is 2,500 feet of two and 
one half inch cotton, rubber lined; 1,700 feet are in good condi- 
tion ; 800 feet are not reliable, having been in use ten years. 


HYDRANTS. 


There are seventy-five hydrants, all of which were inspected 
during the month of December and found to be in good condition. 


FIRES AND ALARMS. 


During the year there have been seventeen alarms, — two work- 
ing and fifteen still, viz.: Feb. 9, 9.30 pe. m., Leonard & Barrows’ 
shoe manufactory, corner Center and Pearl Streets; loss on build- 
ing, machinery, and stock, $90,000; insurance, $32, 500; cause, 
spontaneous combustion. March 13, 10.20 pe. m., Nemasket 
House ; loss $10; cause, overturn of kerosene lamp. The other 
fires have been extinguished by members of the department and 


citizens without giving a general alarm. 


RECOMMENDATIONS. 


I would recommend that the sum of $1,800 be appropriated for 
current and incidental expenses for this department for the ensu- 
ing year, also that the district purchase additional hose to take the 
place of old and worn hose; and I would also recommend the 
adoption by the district of a more efficient fire alarm, believing it 
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to be of more importance than any measure looking to the 
advancement of the department. 

In conclusion, I would tender to the prudential committee my 
thanks for their continued interest ; to my assistants, for their coun- 
sel and helpful service ; to the members of the department generally, 
for their willingness to perform and will to execute the several 
duties and orders given. Again thanking one and all for interest 
taken and service rendered, I respectfully present this report for 
your inspection. 

WALTER M. SNOW, 
Chief Engineer. 


ROSTER OF FIRE DEPARTMENT. 


HOOK AND LADDER COMPALRY No. 1. 


STATION, SCHOOL, BETWEEN PEIRCE AND CENTER STREBTS. 


Name. 
Thomas S. Phinney. 
Frederick P. Chase. 


William FE. Vaughan. 


Levi B. Tinkham. 
Freeman Chubbuck. 
George A. Earle. 
Ezra C. Earle. 
Albert F. Whitcomb. 
Charles F. Gay. 
George A. Burnham, 
William B. Gove. 

T. Frank Loorem. 
Charles E. Morrill. 
Henry H. Chase. 
Elbridge Haven. 


Alexander G. Harvey. 


Levi B. Sherman. 
Lester G. Whitcomb. 
Harry H. Hart. 
Elmer E. Bonney. 
William S. Weston. 
Merritt E. Waters. 
George H. Thatcher. 
Chester H. Keyes. 
William S. Carver. 


Age. 


38 


Rank. 
Foreman. 


1st Asst. do. 


2d Asst. do. 
Clerk. 
Steward. 


Ladderman. 
Ladderman. 
Ladderman. 


Axeman. 
Axeman. 


Ladderman. 
Ladderman. 
Ladderman. 
Ladderman. 
Ladderman. 
Ladderman. 
Ladderman, 


Torchman. : 


Ladderman. 
Ladderman. 
Ladderman. 


Ladderman. 


Ladderman. 
Ladderman. 
Ladderman. 


Residence. 
Pearl st. 
Pearl st. 
School st. 
School st. 
Jackson st. 
Center st. 
Courtland st. 
East Mainst. 
Oak st. 

East Main st. 
North st. 
Main st. 
Oak st. 
Pear] st. 
Center st. 
Center st. 
Main st. 
East Main st. 
Water st. 
Main st. 
Peirce st. 
Pear] st. 
Center st. 
Center st. 
Oak s}. 


Occupation. 
Shoemaker. 
Shoemaker. 
Wheelwright. 
Printer. 
Shoemaker. 
Shoemaker. 
Shoemaker. 
Teamster. 
Laborer. 
Laborer. 
Shoemaker. 
Painter. 
Moulder. 
Shoemaker. 
Shoemaker. 
Shoemaker. 
Shoemaker. 
Shoemaker. 
Candy maker. 
Teamster. 
Shoemaker. 
Butcher. 
Laborer. 
Moulder. 
Shoemaker. 


Appointments during the year and resignations. — Frank L. N>vins, resigned 
July 1; Clinton Thomas, resigned Oct. 1; Norris G. Greene, resigned May 1; 
George H. Wright, resigned July 1; George W. Perkins, resigned Aug. 1. 


Badge. 
46 
47 
48 

. 49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 . 
60 


Appointments. — April 1, Lawrence Sullivan. 
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CHEMICAL ENGINE COMPANY No. 1. 


STATION, ScHOOL STREET, BETWEEN CENTER AND PEIRCE STREETS. 


Name. 
Jesse B. Ryder. 
Edward F. Doherty. 
Cornelius F. Harrington. 
Ira Tinkham. 
B. Frank Jones. 
Fred’k J. Shurtleff. 
J. Herbert Cushing. 
James Curley. 
John M. Luippold. 
Thomas F. Curley. 
William A. Andrews. 
William H. Schlueter. 
Lawrence Sullivan. 
Henry G. Schlueter. 
Nathan D. Churchill. 


Nathan D. Churchill. 


HOSE COMPANY No. 


Age. 
34 
31 
27 
29 
28 
30 
30 
33 
48 
30 
28 
52 
32 
19 
32 


Rank. Residence. Occupation. 
Foreman. East Main st.Merchant. 
ist Asst. do. Schoolst. Printer. 
2d Asst. do. Peirce st. Teamster. 
Clerk. Barrows st. Merchant. 
Engineman. Oak st. Merchant. 
Asst. do. Center st. Butcher. 
Hoseman. Center st. Merchant. 
Hoseman. Water st. Laborer. 
Hoseman. Barrows st. Shoemaker. 
Bucketman. Water st. Laborer. 
Bucketman. Main st. Merchant. 
Bucketman. Rock st. Jew’y case mfr. 
Bucketman. Waterst. Tinsmith. 
Bucketman. Rock st. Jew’y case mfr. 
Bucketman. Schoolst. Shoemaker. 


Oct. 1, Henry G. Schlueter, 


>. 


y) 


fod 9 


STATION, COURTLAND STREET, BETWEEN MAIN AND OAK STREETS. 


Badge. 
61 
62 
63 
64 


Name. 
Stephen V. Crooker. 
Samuel Hathaway. 
Edward H. Blake. 
George R. Deane. 
John B. St. Peters. 
William H. Goodwin. 
Albert H. Vaughan. 
Frank N. Woodward. 


Age. 
33 
36 


29 


40 
26 
28 
23 
23 


Rank. Residence. Occupation. 
Foreman. Oak st. Blocker. 
1st Asst. do. Courtland st. Blocker. 
2d Asst. do. Courtlandst. Stock grader. 
Clerk. Courtland st. Blocker. 


Hyd’t & hose. Courtland st. Blocker. 
Hoseman. Main st. Blocker. 
Hoseman. Southwick st. Packer. 
Hyd. & hose. Southwick st. Clerk. 


Appointment. — Albert H. Vaughan. 
Resignation. — Nov. 1, Henry K. Durfee. 


Badge. 
69 
70 
cL 
72 
73 
74 
75 
76 


HOSE COMPANY No. 3. 


STATION, East MAIN STREET. 


Name. 
John F. Perry. 
Samuel J. Sparrow. 
Stephen B. Holmes. 
John L. Tobey. 
Herbert L. Batchelder. 
William Young. 
Alfred W. Walker. 
John Mahony. 


Age. 
26 
32 
33 
34 
22 
30 
24 
24 


Rank. Residence. Occupation. 
Foreman. Star ave. Clerk. 
ist Asst. do. EastMainst. Carpenter. 
2d Asst. do. EastMain st. Machinist. 
Clerk. Star ave. Weaver. 
Hoseman. Montello st. Weaver. 
Hyd. & hose. EastMain st. Weaver. 
Hyd. & hose. EastMain st. Plumber. 
Hoseman. EastMain st. Laborer. 


Resignation. — Aug. 1, Edmund Russell. 


Badge Name. 
77 Erank Perkins. 
78 Arthur F. Sherman. 
79 Admiral J. Bailey. 
80 Ansel G. Hayes. 
81 Benjamin F. Jobnson. 
82 Jesse L. LeBaron. 
83 William E. Coombs. 
85 William H. Downing. 
86 Samuel Pickens. 
87 Asa F. Crosby. 
88 Loring A. Braley. 
89 Thomas HK. Kinder. 
90 Harry E. Braley. 
91 George F. Trippe. 
92 Lorenzo N. Walters. 
93 Charles F. Gay, Jr. 
94 Charles H. Thomas. 
95 Benjamin Folger. 
96 Cephas F. Thomas. 
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HOSE COMPANY NO. 6. 


STATION, OAK, BETWEEN CENTER AND HiGH STREETS. 


Age. 
40 


19 


Rank. Residence. 
Foreman. Center st. 
1st Asst.do. High st. 
2d Asst.do. High st. 
Clerk. Barrows st. 
Steward. Rock st. 
Hoseman. Oak st. 
Hoseman. Jackson st. 
Hoseman. West st. 
Hoseman Main st. 
Hyd’t & hose. May st. 
Hoseman. Oak st. 
Hyda’t & hose. Jackson st. 
Hoseman. Oak st. 
Hoseman. Main st. 
Hyd’t & hose. Main st. 
Hyd’t & hose. Oak st. 
Hoseman. Center st. 
Hoseman. East Main st. 
Torchman. School st. 


Occupation. 
Clerk. 
Shoemaker. 
Painter. 
Tinsmith. 
Janitor. 
Moulder. 
Shoemaker. 
Clerk. 
Shoemaker. 
Laborer. 
Blacksmith. 

Wheelw’ ght. 
Milkman. 
Shoemaker. 
Shoemaker. 
Painter. 
Teamster. 
Teamster. 
Shoemaker. 


Resignations. — March 1, Marcus A. Merrick. Dec. 1, Ezra A. Harlow. 


ist Sergeant, 


JAMES H. WESTON. 


FIRE POLICE. 


Captain, 
SyLtvanus MENDALL. 


2d Sergeant, 
FRANK M. SHERMAN. 


Clerk, Everett T. Linco. 


SAMUEL S. LOVELL. 


Amos H. EatTon. 
Henry W. Sears. 


SAMUEL S. BouRNE. 


CHARLES W 


WILLIAM QO. PENNIMAN. 


_Epwarp F. Bryant. 
Otis L. BARDEN. 
LEANDER M. ALDEN. 


Wituiam R, JONEs. 
ALVIN P. VAUGHAN. 
. DRAKE. 


REPORT OF THE PRUDENTIAL COMMITTEE 


OF 


THE MIDDLEBORO FIRE DISTRICT 


For THE YEAR ENDING Dec. 31, 1886. 


At the last annual meeting there was appropriated the sum of 
$3,875, for the following purposes, viz. : — 

$1,600 for general expenses of the fire department. 

$1,200 for 1,000 ft. hose and 3 hose reels, of which $1,070 was 
expended. 

$550 for one hose wagon, of which $455 was expended. 

$175 for stewards, of which $170 was expended. 

$175 for hose house, of which $160 was expended. 

$175 for Bangor ladder, of which $162.56 was expended. 

The general expenses of the Fire Department exceeded the 
appropriation, $265.85, for the following reason: At the fire of 
Leonard & Barrows’ shoe shop it was demonstrated that there 
was a great deficiency of pipes, nozzles, spanners, hydrant gates, 
wrenches, rubber coats and hats. In consequence of this, and 
as it would soon he necessary to equip the new hose reels, the chief 
engineer and your committee, acting in accordance with tlie by- 
laws of the district, made purchases to the extent of $425.83. 

The following is an itemized account of all bills approved by 
your committee and paid by the treasurer on account of the Fire 


Department : — 
General supplies : : : : : . $152 78 
Special supplies . : : : ; ; ; : 282 83 


Rubber coats and hats ; : 7 F , : 143 00 
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Firemen’s badges ; : : 
Committee’s expenses on hose wagon and reels 
Repairs ’ : 

Painting and lettering 

Hose house at Star Mills 
Printing and publishing warrants 
Three hose reels. 

One Bangor ladder 

One hose wagon 

Officers of the District 

Hose Company No. 2 

Hose Company No. 3 

Hose Company No. 6 

Chemical Engine Company 
Hook and Ladder Company 

Fire police, 1885 and 1886. 
Ringing alarms . 

Gas . ; : 

1,000 feet hose . 

Coal . 

Stewards 

Registration : : 
Assessing and collecting taxes 


Total 


$50 
52 
Le 
16 
160 
47 
420 
162 
455 
140 


. $3,767 


85 


15 


An inspection by your committee finds the property of the Fire 
Department generally in good condition and well cared for, but 
would recommend the repairs on the School Street Engine House 


as asked for by the chief engineer in his report. 


Respectfully submitted, 


GEO... . SOULE, 
GEO. T. RYDER, 


CHARLES W. DRAKE, 


Prudential 


Committee. 


TREASURER’S REPORT, FIRE DEPARTMENT, 


For THE YEAR 1886. 


Jan. 1. balance on hand from 1885 $301 26 
Received from temporary loans . 2,200 00 
Received from town Treasurer 4,177 00 
Received from Hook and Ladder Co. 1 67 
— $6,679 93 
Paid as follows: — 
Bills per order of Prudential Committee $3,767 15 
Temporary loans and interest 1,331 18 
Water Department as per vote of district 1,500 00 
: — 6,598 33 
Balance $81 60 
The town Treasurer reports : — 
Cash on hand belonging to district $912 07 
Uncollected taxes estimated worth 300 00 
The District owes temporary loans 900 00 
Accrued interest about : : 50 00 
Bills due, not presented for payment, estimated . : 70 00 


F. A. HARLOW, 


Treasurer. 


Mippiesoro, Mass., Jan. 1, 1887. 


We have this day examined the accounts of the Treasurer for 
the Fire Department, for the year ending Dec. 31, 1886, and find 
them correct, and all payments properly vouched for. 


CHARLES W. DRAKE, 
WALTER M. SNOW, 
JOSEPH E. BEALS, 


Committee. 


FIRST ANNUAL REPORT 


OF 


THE WATER COMMISSIONERS. 


Tue report of our doings as Water Commissioners, herewith pre- 
sented, covers a period of ten months, from March 1, 1886, to 
Jan. 1, 1887. As our first report was devoted mainly to the de- 
tails of the work of construction, and this report practically covers 
our first year’s experience in running the works, as well as the first 
year’s term of office of the Commissioners, we present it as our 
‘* First Annual Report.” | 

The quality as well as the quantity of water furnished continues 
to give such general satisfaction that any further statements in re- 
gard to it, at this time, are useless. 

The selectmen of the town, as directed by a town vote, have lo- 
cated during the year three cranes for taking water for sprinkling 
streets: one at the corner of Center and Station Streets, one on 
the Town House Avenue, near Main Street, and one on North 
Street, near the corner of North and Main Streets. Watering- 
troughs have been located: one at the corner of Center and Station 
Streets, one at the corner of Oak and North Streets, one near the 
Star Mills, and one on Main Street in front of the Town Hall, and 
one will probably be placed in the near future on Barden Hill, near 
the corner of Water and Wareham Streets. 


EXTENSIONS OF MAIN PIPES. 


The district, at a meeting held in April, voted, at the request of 
the Murdock Parlor Grate Company, to extend their pipes through 
Forest and Cambridge and intervening streets, to the stand-pipe, 
and also voted that the Commissioners, at their discretion, be 
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authorized to extend the pipes where the owners of property on the 
line of extension would guarantee an income of not less than five 
per cent on the cost, provided there were available funds sufficient 
to do the work. Acting under this, pipes were ordered in May 
and July for the Peaseville and Barden Hill extensions, but we 
were unable to get them till October. In the mean time, an appli- 
cation coming in from the westerly end of Center Street, and having 
just enough of 46-inch pipe to make the extension, about 1,425 
feet were laid in August, and every house on the line at once made 
connection with the mains and took water. October 4 the work 
of extending was begun on Forest Street near the stand-pipe, and 
about 2,600 feettof 8-inch and 6-inch pipe were laid through Forest, 
Clara, and Cambridge Streets to a point just south of a proposed 
street called Frank Street. Immediately following this the pipes 
were laid in Water Street, across the river and up Barden Hill to 
a point near the house of Galen E. H. Lovell, and nearly all of the 
houses on the line have had service pipes put in and are taking 
water. This extension comprises about 2,000 feet of 8-inch, 6-inch, 
and 4inch pipe In crossing the river the pipes were brought 
nearly to the surface of the roadway and a foundation laid of brick 
and cement, on which the pipes were laid, and then inclosed in an 
inner and outer boxing of cypress plank, each inclosing an air 
space. The work was very carefully done, and it is hoped to be 
free from any ordinary danger of freezing. 

Mr. Edward F. Tinkham and Mr. Job Braley desiring an ex- 
tension on North Street, from the end of Oak Street, and agreeing 
to pay for putting in the pipes if we found our appropriation ex- 
hausted, about 325 feet were put in on that condition. Mr. 
Nathaniel W. Leonard made the same agreement for an exten- 
sion of about 125 feet to reach a new house being built by him 
on Center Street at the west end. The extra cost of laying these 
pipes (about $150) has been met by these gentlemen. 

The cost of extending the main pipes, after deducting for 
pipe and material sold, amounts to $4,561.57. 
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SERVICE PIPES AND METERS. 


When applications for service pipes began to be received in the 
spring, the contract for putting them in was placed with the Do- 
mestic Plumbing Company, J. C. Cuzner, agent. Under this con- 
tract, 135 services have been put in, measuring 8,235 feet. The 
cost of pipes, lining, fittings, gate-boxes, meters, labor, and ma- 
terial for service pipes amounts to $2,710.45, towards which there 
has been received: from the owners of premises piped $1,953.92, 
leaving the net cost $757.43, since March 1, 1886. 

The total net cost of work on construction account, for the ten 
months, amounts to $5,454.02, which added to-net cost at last 
report, $71,620.98, gives $77,075 as the total cost to date. Total 
length of main pipes, about nine and a quarter miles; of service © 
pipes, a little more than three miles. 

The remaining $5,000 of our authorized bonds have been issued 
during the year, being made payable Sept. 1, 1915, as originally 
planned. They were taken by the New Bedford Five Cents Savings 
Bank, which now holds the entire loan of $75,000. 


PUMPING STATION AND LOT. 


The pumping machinery has been under the charge of Mr. A. R. 
Gurney during the year, and has continued to give satisfaction. 
The grading in front of the pump-house has been coated with soil 
and seeded with grass, and some work has been done in filling the 
meadow with sand. The old barn on the lot, being of no use to 
the works, was sold by auction for $39, and has been torn down 
and removed. Records of the pumping service have been kept, of 
which a summary is given in a table at the end of this report. 


LEAKS. 


Since the works were put in operation, we have discovered but 
two leaks in the main pipes, both on Forest Street, and both very 
slight, so that they were each stopped with a single stroke of the 
calker. 
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Five leaks in the service pipes have been repaired, all of which 
were found to be caused by defects in the work put in during the 
first season. 

The gates and hydrants have needed no repairs. Eleven hy- 
drants have been set during the year, making the present number 
seventy-five. 


SCHEDULE OF WATER TAKERS. 


Number of services put in to date : ‘ 3 . oy HS 
Number taking water . ‘ : : : : ei 0 
Services in unfinished buililings, open for building purposes . 8 
Families. : : : ( : ; ; : - 2387 
Additional faucets. : : ; : ‘ ‘ SRA LG 
Hose . 65 
Water-closets 4 
Bath-tubs 4 
Horses 7 
Cows . 3 
Gas works . ; 1 
Straw goods manufactory 1 
Meeting-house 1 
Furniture warehouse . .. ‘ : : é : - 1 
Blacksmith shop . : : ; : ; ; d ; 1 
Saloon and hotel 2 
Shops, stores, and offices 3 
School-houses 2 
Cemetery 2 
Boilers : : 2 
Supplied through meters. : : : X ; Ueno 


The number of families, hose, water-closets, bath-tubs, stables, 
etc., taking water through meters is uot returned accurately, as 
the rate depends upon the amount of measured water. Of the 
meters in use, there are 46 half inch, 10 three-quarters inch, 2 one 
inch, and 1 one and one half inch. Nearly all the manufacturing 
concerns taking water are supplied through meters. 

The following is a statement of the financial department : — 
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CONSTRUCTION ACCOUNT. 
Balance in Treasurer’s hands, last report 


Collected by Commissioners and paid over to Treasurer 
as follows :— 


Balance in Commissioners’ hands, last report 

From Town of Middleboro for main near Town Hall 
From sale of old barn on pumping station lot . 
From sale of main pipe, material, and labor 

From sale of service pipe, meters, etc. 

From sale of bond due Sept. 1, 1915. 

From premium on bond 

Transferred from maintenance account 


$127 03 


1 99 

475 00 
39 00 
110 09 
1,953 02 
5,000 00 
125 00 
200 00 


eee 


$8,031 18 


Orders have been drawn on the Treasurer as follows: — 


Coffin Valve Co., gate stands for pump 


room : : ; $15 50 
Fire and standard hose for pumping sta- 
tion . 62 78 
Rain gauge i : : ; 4 62 
Soiling and grading pumping station lot, 84 24 
Bolts for stand-pipe (a last year’s bill) 
Blanks, stationery, etc. (a last year’s bill) ; ; 
Wrought-irou service pipe and fittings $768 45 
- Lining pipe, making joints, etc. 269 15 
Meters 545 00 
Service pipe boxes . 165 00 
Labor putting in services, etc. . 943 05 
Postage, express, freight, carting, etc. 19 80 


$167 14 


2 38 
4 50 


2,710 45 
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Pipe bill for main pipes . ; : . $2,456 91 
Labor account . A : ‘ Z bel Ltd 
Lead for joints in main pipe. ; i 244 33 
Rope for joints in main pipe. : : 31 75 
Tools, ete. : : : p : 4 102 00 
Hydrants and gates . : ; : : 293 10 
Gateboxes. : : : 82 75 
Sharpening picks andtools . : 4 49 88 
Coke and wood for melting pot 4 ; 10 81 
Lumber for boxing pipe on bridge. , LO9 "17 
Nails for boxing pipe on bridge : ; 1 16 
Brick for boxing pipe on bridge : 12 00 
Cement for boxing pipe on bridge : : 7 00 
Carting pipe, lumber, sand, etc. : 45 19 
Express, freight, and sundry small bills. 42 04 
| o $5,146 66 
Total expenses, construction account 4 ; . $8,031 13 
Less amount received for main pipe, service pipe, 
meters, etc., as above : : 2 : ; 2,577 11 
_ Net construction account expenses . : . + « $5,454 02 
Expenses as per last report ; ‘ : . Ch, 620eg8 
Total cost of works to date. : 5s . $77,075 00 
Bonds issued, four per cent interest, payable March 
land Sept.1 . : ? ‘ : ; . $75,000 00 


MAINTENANCE ACCOUNT. 


As the receipts and expenses on this account previous to March 
1, 1886, as reported at that time, properly belong to the first 
year’s business, they are included in the following statement : — 


Rec’d for water rates previousto March1. $803 05 
For water rates March1 to Jan.1 . 1,451 42 


$9.954 47 
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Rec’d from town as per town vote. 
For hay sold, pumping station lot 
For interest on bank balances before 


March 1... : : ; > ($86270 
For interest on bank balances since 
March I : : : : : 50 84 


From Fire Department, as per vote . 
Borrowed money 


Total receipts 


Orders have been drawn upon the Treasurer for 
papments as as follows: — 


Running expenses, as reported March 1, 


1886 : : ; : - $655 07 


Interest on bonds March tid September . 2,800 00 
A. R. Gurney, engineer . 3 ; ‘ 650 00 
Packing, etc., for pumps . ; : : 30 61 
Oil for pumps . ; : ; : : 17 50 
Grading pumping station lot. ; : 37 50 
Fertilizer for pumping station lot. : 4 63 
Analysis of water . ; : [ 10 00 
Repairs on main and service pipes. : 12 81 
Printing and advertising . ; ; ; 60 25 
Town of Middleboro, for rent of room : 25 00 
Postage, express, stationery, etc. . 33 47 
W. H. Southworth, superintendgnce seh 
~ labor ; : 4 ted A 
Joseph E. Beals, ee Bm ee tee, 
PLC.) . R : < ; A : 300 00 
Temporary loan paid up . ; ; ; 800 00 


Interest on temporary loan : : : 22 00 


$1,500 00 
57 00 


413 54 
1,500 00 
800 00 


$6,525 O01 


$5,503 17 
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Balance of income after paying ex- 


penses ; - : , ; : . $1,021 84 
Carried to construction account , . $200 00 
Paid into sinking fund. - ; . 800 00 
1,000 00 
Balance on hand : z s j : . $21 84 


SINKING FUND ACCOUNT. 
Received from Treasurer . ; : : : $800 00 
Deposited in Middleboro Savings Bank ie : $800 00 
Respectfully submitted, 
JOSEPH T. WOOD, 
W. H. SOUTHWORTH, 


JOSEPH E. BEALS, 
Water Commissioners. 


TREASURER’S REPORT, WATER DEPARTMENT. 


CONSTRUCTION ACCOUNT. 


Balance brought forward . : : ~ $127 03 
Rec’d from town of Middleboro : : 475 00 
From sale of bond . ; . . 5,000 00 
Premium on bond . : ; . 125 00 
From Commissioners : , We Oda) 


Transferred from maintenance account : 200 00 


Paid as foJlows : — 
Construction account as per vouchers 


MAINTENANCE ACCOUNT. 


Balance brought forward . : . . $510 68 
Rec’d temporary loans : : : ee CU0A0G 
Interest on account . : : ; 50 84 
From town of Middleboro . 4 -:- 1900400 
‘From fire district . : : . 1,500 00 
From Commissioners 5 , . 1,508 42 
Paid as follows : — 

Interest on bonds. : : ; . $2,800 00 

Bills on maintenance account as_ per 
vouchers . ; : : : Mis ecoaly 
Temporary loans and interest . . . 822 00 
Paid sinking fund . ; : ; : OUR 
Transfer to construction account : 4 200 00 
Balance . ; : : : ; 21 84 


$8,031 13 


$8,031 13 


$5,869 94 


$5,869 94 


F,. A. HARLOW, 
Treasurer. 
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Mippiezoro, Mass., Jan. 10, 1887. 


The undersigned, auditing committee of the Middleboro Fire 
District, have this day examined the accounts of the Treasurer 
for the Water Department, for the year ending Dec. 31, 1886, 
and find them correct, and all payments properly vouched for. 


JOSEPH FE. BEALS. 
CHARLES W. DRAKE. 
WALTER M. SNOW. 
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PUMPING RECORD FOR 1886. 


Month. 


January +. . 
Hevraarys. ea 


eo « «a «8 


September . 
WICTODEE Fc 6S 
November . 
December... 


PE OAALS ieeiie (ihe (hs Xe 
Daily averages . 


Hours 
. pumping. 


28h. 
35h. 
34h. 
34h. 
44h. 
45h. 


53h. 
44h. 
44h. 
38h. 
44h. 


520h.15m. 
lh. 40m. 


5m. 
30m. 
50m. 
40m. 
40m. 
10m. 
72h. Om. 
20m. 
20m. 
25m. 
50m. 
25m. 


Gallons 
pumped. 


912,354 
1,230,691 
1,198,216 
1,112,410 
1,429,000 
1,350,890 
2,347,830 
1,715,400 
1,436,830 
1,423,100 
1,327,300 
1,499,000 


16,983,021 
47,324 


Daily 
average. 


36,492 
43,953 
38,646 
37,080 
46,100 
45,030 
75,736 
55,339 
47,893 
45,960 
44,243 
48,355 


Pounds of 
coal. 


13,401 
12,897 
12,168 
11,021 
12,162 
12,430 
16,220 
13,260 
12,155 
12,860 
12,620 
15,350 


156,544 
432 


Rainfall. 


21.61 


The above table does not include 868,932 gallons of water- 
pumped at the duty test, Jan. 8, 1886, consuming 3,647 pounds of 


coal; nor 333,760 gallons of water pumped on the night of the 


fire in Leonard & Barrows’ shoe manufactory, consuming 977 


pounds of coal. 


Records of rainfall were not kept till July. 
Average duty of pumping, 17,642,304 pounds of water one foot 


high with 100 pounds coal. 


Water in the well highest in the freshet, Feb. 12 and 13, 182 feet ; 


seven inches of rain fell in 48 hours. 


Water in the well lowest Oct. 23, 15 feet, 2 inches. 
Temperature of well, July 26, 56°, of river 80°. 


66 


66 66 


Dec. 31, 52°, * 


Ice in the reservoir, Feb. 6, 23 


Zero. - 


6% 


A. R. GURNEY, 
Engineer. 


35°. 
inches, thermometer 6° above 
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PV ieee PORTS 


OF THE OFFICERS OF THE 


MIDDLEBORO IRE DISTRICT 


AND THE 


SECOND ANNUAL REPORT 


OF THE 


WATER COMMISSIONERS, 


For the Year 1887. 


MIDDLEBORO : 
MIDDLEBORO NEWS PRINT. 
1888. 


MIDDLEBORO FIRE DISTRICT. 


OFFIGERS FOR 1887, 


Board of Engineers. 
WALTER M. SNOW, Chief. 
EUGENE P. LEBARON, First Assistant. 
LUTHER 8S. BAILEY, Second Assistant. 
AMOS H. EATON, Third Assistant. 
EZRA C. EARLE, Fourth Assistant. 


Prudential Committee. 
GEORGE L. SOULE. GEORGE T. RYDER. 
CHARLES W. DRAKE. 


Clerk. 
ANDREW M. WOOD. 


Treasurer. 


FOSTER A. HARLOW. 


Water Commissioners. 


WARREN H. SOUTHWORTH, = Term expires Jan. 1888. 
JOSEPH E. BEALS, Term expires Jan. 1889. 
EUGENE P. LeEBARON, Term expires Jan, 1890. 


Engineer at Pumping Station. 


A. R. GURNEY. 


ANNUAL REPORT 


OF THE 


CHIEF ENGINEER OF FIRE DEPARTMENT. 


In conformity with the By-Laws, Art. 4, Sect. 5, relative 
to the Fire Department, I herewith submit my annual report 
for the year ending Dec. 31, 1887: 

Under their several heads will be found a detailed state- 
ment of the manual force and apparatus, a record of fires 
and cause of same, with the loss, insurance so far as possi- 
ble, together with a roster of the department, and such 
other information as may be of interest to the department 
and the citizens of the Fire District. 


ORGANIZATION. 


This department as organized January 1, 1887, consists 
of ninety-six officers and privates as follows: one chief en- 
gineer, four assistant engineers, one hook and ladder com- 
pany of twenty-five men, one chemical engine company of 
fifteen men, two hose companies of eight men each, and one 
hose company of twenty men. 


FIRE POLICE. 


The fire police have responded promptly to all alarms of 
fire during the year, and have performed valuable service. 


APPARATUS. 


The apparatus consists of one hook and ladder truck, one 
double-tank chemical engine, three hose carts and one hose 
wagon. The hook and ladder truck, chemical engine and 
one hose cart are located in the School Street house; hose 
cart No. 2 is located at the Courtland Street house; hose 
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HOOK AND LADDER COMPANY No.1. 


STATION, SCHOOL STREET, BETWEEN CENTRE AND PEIRCE STREETS. — 


Name 


25 Freeman A. Chubbuck 
33 Albert F. Whitcomb 
26 Charles F. Gay 

40 Harry M. Hart 

42 George W. Perkins 
35 Charles E. Morrill 
37 William 8. Carver 
38 George E. Parker 
27 George A. Burnham 
45 William S. Weston 
82 Chester H. Keyes 
25 George F. Day 

39 Otto Turnrose 

23 Clinton Thomas 

22 Alonzo C. Norris 

29 Willis G. Chubbuck 
31 Everett F. Le Baron 
44 John Glasse 

39 Albert F. Rodgers 
41 Albert F. Crosby 

28 Lorenzo N. Watters 
43 Elmer E. Bonney 
34 Frank E. Peirce 

24 William Bearse 


Badge 


Age 


Rank 


42 Foreman 


23 Ist Asst. do 
42 2d Asst. do 


19 Clerk 
20 Axeman 


35 Ladderman 


24 vs 
40 “ 
29 “ 
DA. 66 
23 “ 
SB get 
27 “ 
27 “ 
23 vs 
48 
23 “ 
2% 
19 66 
30 v6 
rave sb 
93 66 
35 66 
22, 66 


Residence 


Jackson st 
East Main st 
Oak st 
Water st 
Wareham st 
Oak st 
Water st 
Main st 

East Main st 
Rock st 
Center st 
Oak st 
Lovell st 
Oak st 
Pierce st 
Wareham st 
Lovell st 
Lovell st 
Oak st 

May st 

East Main st 
Main st 
Clifford st 
Centre st 


Occupation 


Shoemaker 
Teamster 
Laborer 
Engineer 
Machinist 
Moulder 
Shoemaker 
‘Teamster 
Laborer 
Shoemaker 
Moulder 
Moulder 
Moulder 
Laborer [er 
Harnessmak 
Shoemaker 
Moulder 
Moulder 
Shoemaker 
Laborer 
Shoemaker 
Shoemaker 
Carpenter 
Butcher 
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CHEMICAL ENGINE COMPANY, No.1 
STATION SCHOOL STREET, BETWEEN CENTRE AND PEIRCE STREETS. 
Badge Name Age Rank Residence Occupation 
46 Jesse B. Ryder 34 Foreman East Main st Merchant 


47 Edward F. Doherty 32 Ist Asst. do School st Printer 
48 Cornelius F. Harrington 28 2d Asst. do Peirce st Peddler 


52 J. Herbert Cushing 31 Clerk Centre st Merchant 

50 B. Frank Jones 31 Engineman Oak st Merchant 

60 Nathan D. Churchill 32 Asst. do School st Shoemaker 
49 Ira Tinkham 30 Hoseman Myrtle st Merchant 

53 James Curley 34 ‘a Water st Polisher 

54 John M. Luippold 49 Me Barrows st Shoemaker 
55 Thomas F. Curley 31 Bucketman Water st Shoemaker 
56 William A. Andrews 29 S Main st Merchant 

57 Frederick Chubbuck 18 Be Jackson st Scholar [mkr 
59 Henry G. Schlueter 23 fy Rock st Jewelry case 
51 John Readon 28 she School st Mason 

58 Dennis D. Sullivan 26 he Centre st Butcher 


HOSE COMPANY No. 2. 


STATION, COURTLAND STREET, BETWEEN MAIN AND OAK STREETS. 


Badge Name Age Rank Residence Occupation 
61 Stephen V. Crooker 34 Foreman Pearl st Blocker 

62 Samuel Hathaway 36 Ist Asst. do Courtland st Blocker 

63 Edward H. Blake 30 2d Asst. do Courtland st Stock grader 
68 Frank N. Woodward 23 Clerk Southwick st Clerk 

65 John B. St. Peters 26 Hyd. & Hose Courtland st Blocker 

66 William H. Goodwin 29 Hoseman Main st Blocker 

67 Albert H. Vaughan 23 4 Southwick st Packer 

64 Charles A. Maybry 34 Hyd. & Hose Oak st Blocker 


HOSE COMPANY No. 8. 


STATION, EAST MAIN STREET. 


Badge Name Age Rank Residence Occupation 
69 John F. Perry 26 Foreman Star ave Clerk 

70 Samuel J. Sparrow 32 Ist Asst. do East Main st Carpenter 
71 Stephen B. Holmes 33 2d Asst. do East Main st Machinist 
72 John L. Tobey 34 Clerk Star ave Laborer 
73 Herbert L. Batchelder 22 Hoseman Montello st Weaver 
74 William Young 30 Hyd. & Hose East Main st Weaver 
75 Alfred W. Walker 24 Hyd. & Hose East Main st Plumber 


76 Thomas Bray 26 Hoseman East Main st Overseer 
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HOSE COMPANY No. 6. 


STATION OAK STREET, BETWEEN CENTRE AND HIGH STREETS. 


Badge Name 


77 Frank Perkins 

78 Arthur F. Sherman 
79 Admiral J. Bailey 
82 Jesse L. Le Baron 
83 William E. Coombs 
90 Harry E. Braley 
93 Charles F. Gay, Jr 
95 Benjamin Folger 
96 Cephas F. Thomas 
84 Marcus A. Merrick 
80 Robert B. Lamb 
92 James F. McLean 
88 W. Irving Folger 
81 Alton R. Rodgers 
85 Rufus J. Brett, Jr 


45 Hoseman 


Age Rank Residence Occupation 
41 Foreman Centre st Clerk 
28 Ist Asst.do High st Shoemaker 
37 2d Asst. do High st Painter 
19 Clerk Oak st Moulder 
23 Hoseman Jackson st Merchant 
24 ts Oak st Laborer 
21 Hyd. & Hose Oak st Painter 


East Main st Teamster 


20 Hyd. & Hose School st Shoemaker 


22 Hoseman 
Is 66 
99 66 


Centre st Engineer 
Lovell st Carpenter 
Myrtle st Carpenter 


19 Hyd. & Hose East Main st Clerk 


19 Hoseman 


Oak st Shoemaker 


27 Hyd. & Hose Forest st Polisher 


FIRE POLICE. 


Captain, 


SYLVANUS MENDALL. 


lst Sergeant. 
JAMES H. WESTON. 


Clerk. 


2d Sergeant, 
SAMUEL S. LOVELL. 


EVERETT T. LINCOLN. 


EDWARD F. BRYANT. 


HENRY W. SEARS. 
WILLIAM R. JONES. 


LEANDER M. ALDEN. 
ALVAN P. VAUGHAN. 


OTIs L. BARDEN. 
SAMUEL S. BOURNE. 
WILLIAM O. PENNIMAN. 
FRANCIS M. SHERMAN. 
CHARLES W. SOULE. 


LEVI P. BRowN. 


REPORT OF THE PRUDENTIAL COMMITTEE 
OF THE MIDDLEBORO FIRE DISTRICT, 


For THE YEAR Enpine DEc. 3lst, 1887. 


At the last annual meeting there was appropriated the sum of 
$1,775.00, viz: 

$1,600.00 for general expenses of the Fire Department and 
$175.00 for stewards. 

The expenses of the fire department for the year are $1,730.31. 

The following is an itemized account of all bills approved by 
your committee and paid by the treasurer on account of the Fire 
Department : 


Gas, $38 41 
Wood and Coal, 43 44 
Introduction of water to houses, 60 62 
Printing, 04 00 
Repairs, 39 39 
Special supplies, 95 63 
300 feet hose, 315 00 
Collecting and assessing tax, - 59 00 
Registration, 10 00 
Stewards, 175. 01 
Fire Police, 1887, 10 00 
Officers of the district, 150 00 
Chemical Engine Company, 144 50 
Enterprise Hook and Ladder Company, 211 33 
Hose Company No. 2, 79 50 
Hose Company No. 3, 79 00 
Hose Company No. 6, 165 48 

Total, $1,730 31 


M 2 
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Your committee would recommend that the several houses be- 
longing to the department be painted the coming year; otherwise 
the property is in good condition and has been well taken care of. 


Respectfully submitted, 


GEO. L. SOULE, one 


GEO. T. RYDER, Committee. 


CHARLES W. DRAKE, 


ASSESSORS’ REPORT. 


VALUATION OF FIRE DISTRICT, 1887. 


Personal Property, , $290,290 00 
Real Estate, 1,896,710 00 


$1,687,000 00 


Tax Assessed, $5,061 00 
Tax Voted, 4,925 00 
Overlay, $136 00 


Rate of Taxation, $3.00 on $1000. 


JOSEPH T. WOOD, 
SYLVANUS MENDALL, > Assessors. 
Ae say ue ds 


TREASURER’S REPORT, FIRE DEPARTMENT 


FOR THE YEAR 1887, 


1887. 
January 1. 
Balance on hand from 1886, $81 60 
Received from temporary loans, 350 00 
Received from Town Treasurer, 9,812 50 


Paid as follows: 


Bills per order Prudential Committee $1,730 31 
Temporary loans and interest, 1,135 83 
Water Department, hydrant service, as per 

vote of district, 1,500 00 


Water Dep’t, for extensions, as per vote, 1,500 00 


$6,244 10 


————- $5,866 14 


Balance, 

The District owes temporary loans, $700 00 
Accrued interest, about, 40 00 
Bills due, not presented, about, 200 00 


$940 00 


Mippiesoro, Dec. 30, 1887. 


Examined and found correct and properly vouched for. 


JOSEPH E. BEALS, 


WALTER M. SNOW, Committee. 


CHARLES W. DRAKE, 


REPO Ol “RHE! COLPEGIIRG 
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1887. 
January 1. 
Cash on hand as per last year’s report, $912 
Cash received on former treasurer, taxes, 5 
Taxes unpaid for 1883 as per last report, 6 
Taxes unpaid for 1885 as per last report, 90 
Taxes unpaid for 1886 as per last report, 488 
Taxes committed for 1887, 5,061 
Interest received, 27 
Cr. 
Taxes remaining unpaid for 1883, $2 
Taxes remaining unpaid for 1885, 18 
Taxes remaining unpaid for 1886, 48 } 
Taxes remaining unpaid for 1887, 350 
Taxes remitted, 24 
Cash paid F. A. Harlow, Treasurer, 5,812 
Cash on hand, 335 


64 


$6,591 62 


————. $6,591 62 


C. T. THATCHER, Collector. 


Middleborough, Dec. 30, 1887. 


SECOND ANNUAL REPORT 


OF THE 


WATER COMMISSIONERS. 


In submitting the second annual report of our doings 
and expenditures, we congratulate the district upon the suc- 
cessful results of the year’s operations. 

At the annual meeting of the district held in January, 
1887, Eugene P. Le Baron was elected commissioner in the 
place of Joseph T. Wood, whose term of office then ex- 
pired. The board was then organized for the year by the 
choice of W. H. Southworth as chairman and Joseph E. 
Beals as clerk. 


EXTENSIONS OF MAIN PIPES. 


At the beginning of the year calls were made for exten- 
sions in different directions. The requests from residents 
on Le Baron Avenue, Everett Street and Lovell Street, be- 
ing accompanied with good and sufficient guarantees as to 
the quantity of water to be used and paid for, pipe for these 
extensions was ordered in the winter, and after some delay 
in getting it, the work of laying it was done in May and 
June. Later on, a request coming from Dr. G. W. Cope- 
land for an extension to reach his house on Union Street it 
was decided to put it in. Still later, a request came from 
Miss Lucy Washburn and others owning property on Web- 
ster Street, for an extension so as to supply their houses 
with water. It was decided to put in the pipes as asked for, 
the parties interested to guarantee the payment for the 
same, if our funds for the year were found insufficient for 
the purpose. Having an opportunity just then to sell thirty 
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lengths of 10 inch main pipe which we had on hand, for 
which we had no immediate use, we have found our incone 
just sufficient to cover the whole expense without calling 
upon the guaranty. 

The size and length of pipe laid during the year, is as 
follows: 

Le Baron Avenue, 325.5 feet of 4 inch. 

Everett Street, 485.5 feet; Lovell Street, 617 feet; 
Union Street, 201 feet; Webster Street, 498 feet; Clifford 
Street, 63 feet; Hydrant branches, 18 feet; or a total of 
1882.5 feet of 6 inch. Total of both sizes laid during the 
year 2208 feet. 

The total length of pipe in feet, laid to date is as fol- 

lows: 
1240 LON RS an 6 in. 4 in. Total. 

Laid in 1885, 592.5 8,014.5 3,121.0 26,766.3 3,664.5 42,158.8 


“6 1886, 618.5 5,436.8 472.0 6,526.8 
TiS Bets e/. 1,882.5 325.5 2,208.0 
Totals, 592.5 8,014.5 3,739.5 34,085.1 4,462.0 50,893.6 


50,893.6 feet equal toa little more than 9 5-8 miles. 

Number of hydrants set to date, 78. 

The number and size of gates set to date is as follows: 
In 1885, 312-in. 910-in. 6 8-in. 48 6-in. 8 4-in. Total, 74 
In 1886, ®) 6-in. 1 4-in. $0 egg 
In 1887, 3 6-in. 1 4-in. 6 


Totals, 38 12-in. 9 10-in. 6 8-in. 56 6-in. 10 4-in. Total, 84 


The total cost of main pipe extensions for the year, less 
amount received for pipe sold amounts to $1711.09. This 
includes also the gates and hydrants. 


SERVICE PIPES AND METERS. 


The contract for putting in service pipes was again placed 
with the Domestic Plumbing Company, J. C. Cuzner, agent. 
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Under this contract 5751 feet of service pipe have been put 
in. The cost of pipes, lining, fittings, gate boxes, meters, 
labor, and material for service pipe work during the year 
amounts to $2043.91. Received for meters, pipe soid, and 
from owners of premises for pipe inside the fence line, 
$1544.79, leaving the net cost for the year $499.12. 

Whole number of feet of service pipe put in, 22,471. 
Number of feet within street lines 12,955, or about 2 1-2 
miles. 


PUMPING STATION AND LOT. 


This department of the works has been in the charge of 

Mr. A. R. Gurney, as before. Both pumps have been kept 
in thorough repair and are doing good work. The record 
of gallons pumped and coal used will be found in the last 
portion of this book. The sum of $100 has been spent in 
filling the low meadow land around the well, and the hay on 
the lot exchanged for its value in filling. 
- The State Board of Health, under a recent law, has, dur- 
ing the year been making analyses of samples of water 
from the water supplies through the State. Beginning with 
June, samples have been sent for analysis every month from 
the faucet in the pumping station, taken while the pnmps 
were running, and from the river near the Grove street 
bridge; and in addition to that, beginning with October, a 
sample each month from the faucet nearest the reservoir. The 
report of these analyses will be found in a table furnished 
by the Board of Health, which is appended to this report. 

We would respectfully call attention to what seems to us 
an abuse of privilege in the use of the watering troughs. 
These were put in and the water provided by the town for 
the use of teams upon our streets. Is it fair for the people 
living near these troughs to deprive the district of the estab- 
lished rates for watering horses by using these troughs for 
private purposes? It this is right we would suggest that 
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the town furnish a sufficient number of watering places to 
accommodate all of the people of our village, and thus use 
all alike. 


LEAKS, REPAIRS AND EXPENSES. 


Three leaks in the service pipes have been repaired, all of 
which have been found in the suldering of the lead joints. 
No leaks have been found in the main pipes, and the gates and 
hydrants have required no repairs. 

An examination of our financial statement will show that 
the total cost of maintenance, repairs, and running expen- 
ses, including interest, was $5222.88; and that the amount 
received from individuals for water rates and repairs, and 
from interest on bank balances, was $4158.81; from the 
town $1500, and from fire department $1500; or, total re- 
ceipts on maintenance account, not including temporary 
loan, $7,158.81; an excess of receipts above regular ex- 
penses of $1935.93. This, with the balance on hand at the 
beginning of the year, left a balance of $1957.77, of which 
$1200 was carried to sinking fund, and $754.82 to extension 
account. 


Number of services put in to date, 375 
Number put ip the past year, 96 
Number now taking water, 372 
Services in unfinished buildings for building purposes, 5 
Families supplied at schedule rates, 340 


Nearly all the services supplying more than two faucets, 
or having bath tubs, water closets, or special uses for the 
water, are supplied through meter, and as the rate depends 
upon the amount of measured water, the actual number of 
faucets in use is not so carefully noted. 

Number of meters in use, 78 

Of the meters used, there are 76 Crown meters, 1 Em- 
pire, and 1 Equitable. Of these, 63 are half-inch, 11 three- 
quarters inch, 3 one inch, and 1 one and one-half inch. 
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CONSTRUCTION ACCOUNT. 


Collected by Commissioners and paid over to Treasurer: 


From sale of 10-inch Pipe to No. Easton, $380 18 
From sale of other Pipe and material, 46 43 
For putting in service pipes, sale of pipe, meters, etc., 1,544 79 
Froin temporary Loan, 1,000 00 
From District Appropriation for extensions, 1,500 00 
Transferred from Maintenance Account, 754 82 

$5,226 22 


Orders have been drawn on the Treasurer as follows: 


Walworth Manuf ’g Co., tapping machine, $80 00 
Sumner & Goodwin, pipe and fittings, 407 13 
D. A. Trefethen, brass fittings, 306 14 
A. G. Hayes, lining pipe, making joints, ete., 192 25 
Domestic Plumbing Co., putting in services, 684 55 
Bingham & Taylor, service boxes, 110 62 
National Meter Co., meters, 245 75 
Postage, express, freight, carting, etc, 17 47 
—_— $2,043 91 

Warren Foundry & Machine Co., main pipe, $1,115 62 
Job Braley, Edward F. Tinkham and Nath’l 

W. Leonard, for pipe paid for by taem 

in 1886, 151 00 
Ludlow Valve Manufacturing Co., 140 14 
Chadwick Lead Co., pig lead, 76 92 
Carting pipe, 20 50 
A. G. Hayes, calking joints, etc., 47 62 
Bingham & Taylor, gate boxes, 18 75 
Labor bill, trenching and laying pipe, 449 32 
Freight bills, 85 14 
Coke, wood, ete., 4 16 
Sharpening picks, 22 05 
Derrick, pulley and rope, 6 48 

— 2,137 70 
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Expense of fitting store-room under Town Hall, $18 61 
Maximum and minimum thermometers and 
house for same, 20 7d 
Cement bill, (an 1885 bill), 5 26 
Paid temporary loan, 1,000 00 
Total Expenses, Construction Account, $5,226 22 
Less amount received for main pipe, service pipe and 
meters, and temporary loan, as above, 2,971 40 
Net Construction Account Expenses, $2,254 82 
Expenses to January 1, 1887, 773075100 
Total Cost of Works to date, $79.329 82 
Bonds issued bearing 4 per eent. interest, ¢75.000 00 


MAINTENANCE ACCOUNT. 


The Commissioners have collected and paid the Treasurer : 


From individual water rates, $4,132 46 
For repairing services, meters, etc., 19 25 
For interest on Bank balances, 7 10 
From District, hydrant service, 1,500 00 
From Town, public uses, 1,500 00 
From temporary loan, 700 00 
Total Receipts, $7,851 81 
Balance in Treasurer’s hands, Jan. 1, 1887, 21 84 
$7,880 65 


Orders drawn upon the Treasurer, as follows: 


Coal, $520 55 
A. R. Gurney, engineer, 670 00 
Oil and cotton waste, 25 58 
Sundry expenses for supplies and repairs, 19 O1 
Postage, express, stationery, etc., 8 42 
For concreting at pumping station, 19 20 
For filling on pumping station lot, 100 00 


$1,362 76 
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Water Commissiouers, per vote of District, $300 00 
Annual Reports, 20 50 
Repairing service pipes, meters, etc., 38 19 
Rent of office in Town Hall, 25 00 
Advertising and printing, 9 25 
Postage, express, stationery, etc., 4 58 
James Cole, for damage to hack, 26 98 
Shiverick & Thomas, repairing concrete around 
reservoir, 29 70 
J. E. Beals, services as clerk and superintendent, 350 00 
coe 834 17 
Interest on bonds at 4 per cent., 3,000 00 
Interest ou temporary loans, 25 95 
Paid temporary loan, 700 00 
Total Expenses for the year, $5,922 88 
Balance of income after paying expenses, $1,957 77 
Carried to Construction Account, $754 82 
Paid into Sinking Fund, 1,200 00 
———- 1,954 82 
Balance on hand, $2 95 
SINKING FUND ACCOUNT. 
Amount at last report, $800 00 
Received from Treasurer in 1887, 1,200 00 
Interest received, 24 16 
——-——— $2,024 16 
Invested as follows: 
Deposited in Middleboro Savings Bank, $1,224 16 
Loaned on real estate mortgage, 6 per cent., 800 00 
Respectfully submitted, 
W. H. SOUTHWORTH 
JOSEPH E. BEALS, | (Water 


EUGENE P. LEBARON, ) Commissioners. 
Middleboro, Jan. 4, 1888. 
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CONSTRUCTION ACCOUNT. 


Received Temporary Loan, $1,000 00 
‘¢ from District for extension, 1,500 00 
‘¢ for Pipe soid North Easton, 380 18 
‘¢ from Commissioners, 1 Sagi 22 
Transferred from Maintenance Account, 754 82 


Paid as follows : — 


$5,226 22 


$5,226 22 


$7,880 65 


Temporary Loan, $1,000 00 
Construction Account, as per vouchers, 4926222 
MAINTENANCE ACCOUNT. 
Balance brought forward, $21 84 
Received Temporary Loan, 700 00 
‘¢ from Fire District, 1,500 00 
‘© —- Interest, Calpe 
‘¢ from Commissioners, 5,651 71 
Paid as follows : — 
Interest on bonds, $3,000 00 
Temporary loan and interest, 725 95 
Sinking Fund, 1,200 00 
Bills for maintenance, as per vouchers, 2,196 93 
Transferred to Construction Account, 754 82 
Balance, 2/95 


$7,880 65 


F. A. HARLOW, Treasurer. 


Examined and found correct, and properly vouched for. 


GEO. T. RYDER, 


WALTER M. SNOW, } commit 


JOSEPH E. BEALS, 


Month. 


January 
February 
March 
April 

May 

June 

July 
August 
September 
October 
November 
December 


Totals 


Daily Averages 


WATER DEPARTMENT. 


PUMPING RECORD FOR 1887 


Hours 
pumping. 
43h. 15m. 
38h. 55m. 
44h. 10m. 
52h. 20m. 
68h. 45m. 
79h. 15m. 
105h. 55m. 
91h. 40m. 
61h. 25m 
61h. 15m. 
58h. 20m. 
66h. 55m. 
772h. 10m. 
2h. 8m. 


Gallons Daily 

pumped. Average. 
1,438,700 | 46,410 
1,331,500 | 43,982 
1,512,500 | 48,790 
1,764,500 | 58,817 
2,412,000 | 77,806 
2,604,000 | 86,800 
3,507,000 | 113,129 
3,169,000 | 102,226 
2,227,000 74.230 
2,052,000 | 66,194 
2,161,000 | 72,033 
2,359,000 | 76,097 

26,528,200 

72,707 


Pounds of 


coal. 


14,756 
12,710 
14,010 
13,920 
17,410 
19.040 
23,300 
20,870 
15,520 
15,200 
16,400 
18,250 


201,386 
551 


The figures for rainfall include melted snow. 
Number of gallons pumped per pouna of coal 131.77. 
Number of gallons raised 100 feet high per pound of coal, 
for total coal, 255.59. 
Duty in foot pounds, per 100 pounds of coal, making no 


deduction for starting, banking fires, heating 


anything else, 21,307,001. 
Water in the well highest in January, February, March 
Highest measurement, 13 ft., 1 1-2 inches. 
Lowest in October, 15 ft., 9 inches. 
Total recorded depth of snow for the year, 44 3-4 inches. 


and April. 


Rainfall 
inches. 


building, or 


2? 


A. R. GURNEY, 


Engineer. 
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FIRE DISTRICT WARRANT. 


In the name of the Commonwealth of Massachusetts, I hereby no- 
tify and warn all the inhabitants of the Middleboro’ Fire District, 
qualified to vote in town affairs, to meet at the Town Hall in said 
district on 

MONDAY, JANUARY 16TH, 1888, 
at 6 o’clock p. m., to act on the following articles by the request of 
Chief Engineer Walter M. Snow, to wit: 


Art. 1.—To choose a Moderator to preside at said ‘meeting. 

Art. 2.—To choose all necessary officers for said district for the 
ensuing year. 

Art. 3.—To see if the district will pay their officers for the ensu- 
ing year and act anything thereon. 

Art. 4.—To see if the district will pay the members of the sey- 
eral companies, the stewards, and members of the Fire Police for 
their services for the ensuing year and act anything thereon. 

Art. 5.—To see if the district will pay their Collector for his ser- 
vices for the past year and act anything thereon. 

Art. 6.—To see if the district will paint the Engine Houses and 
act anything thereon. 

Art. 7.—To see what action the district will take in regard to a 
more efficient Fire Alarm, and act anything thereon. 

Art. 8.—To see if the district will vote to petition the Legislature 
for authority to issue more bonds for the purpose of making exten- 
sions to their water works and act anything thereon. 

Art. 9.—To see if the district will authorize their Water Com- 
missioners to exchange their water bonds heretofore issued, payable 
in sums of ten thousand dollars and upwards at periods of five and 
ten years, for bonds payable in stipulated annual sums, as may be 
agreed with the parties holding said bonds and act anything thereon. 

Art. 10.—To hear the reports of all officers, committees and 
agents of said district and act anything thereon. 

Art. 11.—To raise such sums of morey as the district may see 
cause by tax or otherwise, and appropriate the same, and act any- 
thing in relation to raising and assessing the same, as it may seem 
expedient. 


ANDREW M. WOOD, Clerk. 
Middleboro’, January 6th, 1888. 


ANNUAL REPORTS 


OF THE OFFICERS OF THE 


AND THE 


OF THE 


WATER COMMISSIONERS, 


FOR THE YEAR 1888. 


MIDDLEBORO: 
1I1DD E OFFICE, 


BOR 
1889, 


Middleboro Fire District. 


OFFICERS FOR 1888. 


BOARD OF ENGINEERS. 


WALTER M. SNOW, Chief. 

EUGENE P. LEBARON, First Assistant. 
LUTHER S. BAILEY, Second Assistant. 
AMOS H. EATON, Third Assistant. 
CHARLES W. KINGMAN, fourth Assistant. 


PRUDENTIAL COMMITTEE. 


GEORGE T. RYDER. F. M. SHERMAN. 
SAMUEL S. BOURNE. 


on 


CLERK. 
ANDREW M. WOOD. 


TREASURER. 
FOSTER A. HARLOW. 


ee 


WATER COMMISSIONERS. 


JOSEPH E. BEALS, Term expires Jan. 1889. 
EUGENE P. LeBARON, Term expires Jan. 1890. 
JESSE B. RYDER, Term expires Jan. 1891. 


ENGINEER AT PUMPING STATION. 
A. R. GURNEY. 


ANNUAL REPORT 


OF THE 


CHIEF ENGINEER OF THE FIRE DEPARTMENT. 


I herewith submit my report for the year ending Dec. 31, 
1888, giving in detail the force and apparatus, a record of 
fires and alarms which have occurred during the year, with 
the loss and insurance on property as near as could be ascer- 
tained, and other information relating to its efficiency, and 
with necessary recommendations. 


THE FORCE 


Is organized and divided as follows: One Chief Engineer 
and four Assistant Engineers; one Truck Company of twen- 
ty-five men ; one Chemical and Hose Company of fifteen men ; 
two Hose Companies of eight men each; and one Hose Com- 
pany of sixteen men; also a Fire Police of fifteen men, mak- 
ing a total of ninety-two officers and privates. 


FIRE POLICE. 


Of them I would say, the service which they have rendered 
when required has always been excellent, and has proven the 
efficiency of this branch of the service. 


APPARATUS. 


The apparatus consists of one Hook and Ladder Truck, 
one No. 4 Babcock double-tank Chemical Engine, three Hose 
Carts, and one Hose Wagon. All are fully equipped and in 
good order. 

BUILDINGS. 

There are four buildings used for department purposes, 
three of which are in very good condition outside, but will 
need some repairs inside. The Courtland street house I do 
not consider suitable for the purpose, and would recommend 
that a new house be built during the year. 
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HOSE. 


No hose has been purchased during the year, and the 
amount in service is the same as last year, —twenty-two hun- 
dred feet of cotton rubber-lined, eight hundred feet of which 
are not reliable. 

HYDRANTS. 


There are seventy-nine hydrants, all of which have been 
inspected, and are in good condition. 


MORTALITY. 


Two deaths have occurred among the members of the force 
during the year: William E. Coombs, hoseman in Hose 
Company No. 6, died March 29th; Will R. Jones, private in 
the Fire Police, died Nov. 11th. They were faithful and ef- 
ficient firemen, upright citizens, and possessed the confidence 
of their superior officers, and the respect and esteem of their 
comrades. 

FIRES. 


There have been during the year seven working and six 
still alarms, viz. : 

Jan. 22d, 12.16 p.m. Church, owned and occupied by 
the Central Baptist Society. Loss, $12,000; insurance, 
$6,800; insurance paid, $6,800. Cause, defective chimney. 

Feb. 20, 8.20 p.m. Jackson street. Dwelling, owned by 
P. H. Pierce’s heirs, and occupied by Mr. Crapo. Loss 
nominal. Cause; burning soot in chimney. 

June 6, 8.45 a.m. LeBaron avenue. Saw-mill, owned 
and occupied by J. B. LeBaron. Loss nominal. Cause, 
sparks from chimney setting fire to roof. 

July 18, 3.50 a.m. Oak street. Workshop, owned and 
occupied by Joel W. Tobey. Loss, $40; no insurance. 
Cause unknown. 

Sept. 9, 5.10 a.m. Main street. Store, owned and occu- 
pied by M. Toole. Loss, $600; insurance on building $1200, 


CHIEF ENGINEER OF FIRE DEPARTMENT. 5 


on stock $3000. Insurance paid, $600. Cause, spontaneous 
combustion. 

Sept. 30, 7.15 p.m. Main street. Barn, owned and oc- 
cupied by R. F. Barrows. Loss on barn $100, on contents 
$75; no insurance. Cause, smoking in barn. 

Nov. 1, 12.55 p.m. Water street. Manufactory, owned 
by J. W. P. Jenks. Loss on building, $25; no insurance. 
Occupied by E. T. Jenks, machinist, loss on stock nominal ; 
occupied by W. B. Stetson, shoe manufacturer, loss $517, 
insurance $10,500, insurance paid $517; occupied by W. H. 
Schleuter & Co., jewel case manufacturers, loss $25, insur- 
ance $4000, insurance paid $25. Cause, spontaneous com- 
bustion in boiler-room. 


RECOMMENDATIONS. 


I would recommend that the sum of $2000 be appropriated 
for the current and incidental expenses. I would again rec- 
ommend the adoption of a more efficient fire alarm, believing 
it to be of utmost importance to the department and our citi- 
zens ; also that a hose carriage and company be located at the 
West End, near the corner of West and May streets, as that 
territory is now unprotected. 


In conclusion, I would tender to my associates on the 
Board of Engineers my thanks for their prompt and energetic 
manner in giving me their support. To the Prudential Com- 
mittee for the interest manifested in all pertaining to the suc- 
cess of the department, and to the members of the force for 
their courtesy and good will, and the prompt and efficient 
manner in which they have performed their duties at all times, 
I would tender my sincere thanks. 


Respectfully submitted. 


WALTER M. SNOW, 
Chief of Department. 


Roster of Fire Department. 


HOOK AND LADDER COMPANY No. 1. 


STATION, SCHOOL STREET, BETWEEN CENTRE AND PEIRCE STREETS. 


Badge Name 


25 Freeman A. Chubbuck 


33 Albert F. Whitcomb 
26 Charles F. Gay 

40 Harry M. Hart 

42 George W. Perkins 
35 Charles E. Morrill 
38 George E. Parker 
27 George A. Burnham 
45 William 8. Weston 
32 Chester H. Keyes 

25 George F. Day 

39 Otto 'Turnrose 

29 Willis G. Chubbuck 
31 Everett F. LeBaron 
44 John Glasse 

28 Lorenzo N. Walters 
34 Frank E. Peirce 

36 Clifford 8S. Lovell 
37 Charles E. Hoag 

23 George McKeown 
41 Arthur Griffith 

30 George F. Tripp 

22 Everett L. Maxim 
24 Lester G. Whitcomb 
43 KE. Leonard LeBaron 


Age Rank 


43 Foreman 


24 1st Asst. do 
43 2d Asst. do 


20 Clerk 
21 Axeman 


36 Ladderman 


Al 66 
30 66 
95 66 
24 66 
34 66 
re: 66 
49 66 
94. 66 
26 BS 
IS 66 
36 66 
20 7 
y\| 6é 
30 6 
22 
20 : 
ape 6 
20 66 
19 66 


Residence 
Jackson st 
East Main st 
Oak st 
Water st 
Wareham st 
Oak st 
Main st 
School st 
Rock st 
Centre st 
Oak st 
Lovell st 
Wareham st 
Lovell st 
Lovell st 
East Main st 
Clifford st 
Centre st 
Main st 
Cambridge st 
Everett st 
East Main st 
Centre st 
East Main st 
Courtland st 


Occupation 
Shoemaker 
‘Teamster 
Laborer 
Engineer 
Machinist 
Moulder 
‘Teamster 
Laborer 
Shoemaker 
Moulder 
Moulder 
Moulder 
Shoemaker 
Moulder 
Moulder 
Shoemaker 
Carpenter 
Moulder 
Moulder 
Moulder 
Shoemaker 
Shoemaker 
Wood Work’r 
Shoemaker 
Bookkeeper 


ROSTER OF FIRE DEPARTMENT. 


CHEMICAL ENGINE AND HOSE COMPANY No. 


1 


STATION, SCHOOL STREET, BETWEEN CENTRE AND PEIRCE STREETS. 


Badge Name Age Rank Residence 
46 Jesse B. Ryder 35 Foreman East Main st 
47 Edward F. Doherty 33 Ist Asst. do School st 
48 Cornelius F. Harrington 29 2d Asst.do Peirce st 
52 J. Herbert Cushing 32 Clerk Centre st 
50 B. Frank Jones 32 Engineman Oak st 

60 Nathan D. Churchill 33 Asst. do School st 
49 Ira Tinkham 31 Hoseman Myrtle st 
53 James Curley 35 at Water st 
54 John M. Luippold 50 s Barrows st 
55 Thomas F. Curley 32 Bucketman Water st 
56 William A. Andrews 30 ‘s Main st 

57 Frederick Chubbuck 19 4? Jackson st 
58 Dennis D. Sullivan 27 t Centre st 
51 Henry D. Smith 25 3 Oak st 

59 Henry Soule 19 ts Oak st 


HOSE COMPANY No, 2. 


Occupation 
Merchant 
Printer 
Peddler 
Merchant 
Merchant 
Shoemaker 
Merchant 
Polisher 
Shoemaker 
Shoemaker 
Merchant 
Scholar 
Butcher 
Clerk 
Shoemaker 


STATION, COURTLAND STREET, BETWEEN MAIN AND OAK STREETS. 


Badge Name Age Rank Residence 
61 Stephen V. Crooker 35 Foreman Pearl st 

62 Samuel Hathaway 37 Ist Asst.do Courtland st 
63 Edward H. Blake 31 2d Asst. do Courtland st 
68 Frank N. Woodward 24 Clerk Southwick st 
65 John B. St. Peters 27 Hyd. & Hose Courtland st 
66 William H. Goodwin 30 Hoseman Main st 

67 Albert H. Vaughan 24 : Southwick st 
64 Charles A. Maybry 35 Hyd. & Hose Oak st 


HOSE COMPANY No. 3. 


STATION, EAST MAIN STREET. 


Badge Name Age Rank Residence 
69 John F. Perry 27 Foreman Star ave 

70 Samuel J. Sparrow 33 1st Asst.do East Main st 
71 Stephen B. Holmes 34 2d Asst.do East Main st 
72 John L. Tobey 35 Clerk Star ave 

73 Herbert L. Batchelder 23 Hoseman Montello st 
75 Alfred W. Walker 25 Hyd. & Hose East Main st 
76 Thomas Bray 27 Hoseman East Main st 


74 Walter A. Cummings 33 Hyd. & Hose East Main st 


Occupation 
Blocker 
Blocker 
Stock grader 
Clerk 
Blocker 
Blocker 
Packer 
Blocker 


Occupation 
Clerk 
Carpenter 
Machinist 
Laborer 
Weaver 
Plumber 
Overseer 
Laborer 


Badge 
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HOSE COMPANY No, 6. 


STATION, OAK STREET, BETWEEN CENTRE AND HIGH STREETS. 


Name 
Arthur F. Sherman 
Admiral J. Bailey 
Harry KE. Braley 
Jesse L. LeBaron 
Charles F. Gay, Jr 
Benjamin Folger 
Cephas F. Thomas 
Marcus A. Merrick 
Robert B. Lamb 
James I’. McLean 
W. Irving Folger 
Alton R. Rodgers 
Rufus J. Brett, Jr 


Arthur L. Champlin 


Henry J. Roberts 


Captain. 


Age Rank Residence Occupation 

29 Foreman High st Shoemaker 

38 Ist Asst.do High st Painter 

25 2d Asst.do Oak st Laborer 

20 Clerk Oak st Moulder 

22 Hyd. & Hose Oak st Painter 

46 Hoseman Oak st Teamster 

21 Hyd. & Hose School st Shoemaker 

23 Hoseman Centre st Engineer 

29 Fe Lovell st Carpenter 

30 : Myrtle st Carpenter 

20 Hyd. & Hose Oak st Clerk 

20 Hoseman Oak st Shoemaker 

28 Hyd. & Hose Forest st Polisher 

23 Hoseman Centre st Laborer 

35 A Myrtle ave Mason 
FIRE POLICE, 


SYLVANUS MENDALL. 


Ist Sergeant. 


JAMES H. WESTON. 


Clerk. 


2d Sergeant. 


SAMUEL S. LOVELL. 


EVERETT T. LINCOLN. 


EDWARD F. BRYANT. 


HENRY W. SEARS. 


LEANDER M. ALDEN. 
ALVAN P. VAUGHAN. 


LEVI P. BRown. 


OT1Is L. BARDEN. 
SAMUEL S. BOURNE. 
WILLIAM O. PENNIMAN. 
FRANCIS M. SHERMAN. 
CHARLES W. DRAKE. 


Report of the Prudential Committee. 


The appropriation for the current expenses of the Fire 
Department for the year 1888 was $1740. The following 
bills have been approved by your committee and paid by the 
Treasurer : 


Gas, $41.30 
Fuel, 21.25 
Printing, 47.00 
Repairs, 23.72 
Supplies, 74.80 
Painting, 106.55 
Assessing and collecting tax, | 67.14 
New equipment, 248.85 
Repairs on House No. 3, | 111.76 
Miscellaneous, 18.49 
Registration, 15.00 
Fire Police, 40.00 
Officers, 150.00 
Chemical Engine Co., 218.83 
Hook and Ladder Co., 255.84 
Hose No. 2, 86.50 
Hose No. 3, 90.00 
Hose No. 6, 202.17 

Total, $1,819.20 


The property of the district is in good condition, having 
been improved considerably during the past year. 


Respectfully submitted. 


Gro. T. Ryper, 
F. M. SHERMAN, 
S. S. Bourne, 


Prudential 
Committee. 


Assessors’ Report. 


VALUATION OF FIRE DISTRICT, 1888. 


Personal property, $322,950.00 
Real estate, 1,560,500.00 


$1,883,450.00 


‘Tax assessed, $2,825.22 
Tax voted, 2,740.00 
Overlay, $85.22 


Rate of taxation, $1.50 on $1000. 


JOSEPH T. WOOD, 
SYLVANUS MENDALL, } Assessors. 
A. T. SAVERY, 


Treasurer's Report, Fire Department, 


FOR THE YEAR 1888. 


1888, Jan. 1. Balance on hand, $377.96 
Received from 'Town Treasurer, 2,954.00 
Temporary loan, 350.00 $3,681.96 


Paid as follows: 


Bills per order Prudential Committee, $1,819.20 
Temporary loans and interest, 400.75 
Water Department, hydrant service of District, as 
per vote, 1,000.00 3,219.95 
Balance, $462.01 
The District owes temporary loans, $700.00 
Accrued interest, 42.00 
Bills due, not presented, about 200.00 $942.00 


F. A. Hartow, Treasurer. 


MIpDLEBORO, Jan. 2, 1889. 


Examined and found correct, and properly vouched for. 


E. P. LeBaron. 
Water M. Snow. 
S. S. Bourne. 


Collector’s Report, Fire District, 


FOR THE YEAR 1888. 


C. T. THatcHEerR, COLLECTOR, 


In Acct. witH MippLEeBorO Fire DIstricr. 


1888, Jan. 1. To cash on hand, $335.64 
To taxes uncollected for 1883, 2.25 
2) bh 1885, 18.24 
v“ vs 1886, 48.52 
a va 1887, 350.04 
To taxes committed for 1888, 2,825.82 
To interest collected, 19.88 
CONTRA. 

By cash paid F. A. Harlow, Treasurer, at different 
times, $2,954.00 
Taxes remitted for 1887, 21.47 
BF fy 1888, 27.91 
Taxes uncollected for 1885, 3.06 
sf e 1886, 11.46 
° p 1887, 88.65 
+ 1888, 253.32 
Cash on hand, 240.52 


$3,600.39 


$3,600.39 


THIRD ANNUAL REPORT 


OF THE 


MWALER COMMISSIONERS. 


The third annual report of the Water Commissioners is 
herewith submitted to the citizens of the Middleborough Fire 
District, as required by law. 

At the last annual meeting of the District in January, 1888, 
Jesse B. Ryder was chosen commissioner in place of W. H. 
Southworth, term expired. The Board organized for the 
year by the choice of Eugene P. LeBaron as chairman, and 
Joseph E. Beals as clerk: Mr. Beals has also acted as super- 
intendent. The Board has also organized as sinking fund 
commissioners under the law by the choice of EK. P. LeBaron 
as chairman, J. E. Beals as clerk, and F. A. Harlow as treas- 
urer. We have also provided that all checks or drafts for 
money, in connection with the sinking fund, shall be signed 
by the treasurer and countersigned by the clerk of the board. 
This is the method previously adopted in the case of the 
finances belonging to the water department of the District. 


EXCHANGE OF BONDS. 


Acting under the vote of the District passed at the last an- 
nual meeting, and with the consent of the New Bedford Five 
Cents Savings Bank, which held the bonds, we have exchanged 
the bonds, as originally issued, falling due at intervals of ten 
and five years, to a series falling due as follows: 
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Sept. 1, 1888, $2,000 Sept. 1, 1898, $2,000 Sept. 1, 1908, $3,500 

1889, 1,000 “1899, 2,000 1909, 3,500 

« 1890, 1,000 “1900, 2,000 «“ 1910, 3,500 

“ 1891, 1,500 “ 1901, 3,000 “ 1911, 4,000 

“ 1892, 1,500 “1902, 3,000 “ 1912, 4,000 

«% 1898, 1,500 “ 1903, 3,000 “ 1913, 4,000 

“ 1894, 1,500 “ 1904, 3,000 “1914, 4,000 

“ 1895, 1,500 “ 1905, 3,000 “ 1915, 5,000 
“1896, 2,000 “1906, 3,500 

“© 1897, 2,000 “ 1907, 3,500 Total, $75,000 


The bond for $2,000, due Sept. 1st, 1888, has been paid 
from money held in the Sinking Fund, and for the purpose 
of paying for pipe bought and extensions made during the 
year, a new four per cent. bond for $1500 has been issued, 
payable Sept. 1, 1916. This bond is also held by the New 
Bedford Five Cents Savings Bank. 


MAIN PIPE EXTENSIONS. 


As lower prices can usually be secured by ordering pipe 
early in the season, and also enable us to have the pipe on 
hand when wanted, we ordered in February 1500 feet of 6-inch 
and 1500 feet of 4-inch cast-iron pipe for mains, with such 
specials as were most liable to be required. We have used 
and sold about half of this, and now have on hand about 
800 feet of 6-inch and 650 feet of 4-inch, with an assertment 
of specials, all paid for and ready for the work of another 
year. 

The extensions of main pipes have been made under the 
direction of the commissioners, by day work, employing, as 
far as possible, citizens of the district, and taking special care 
to secure good work. The joints have all been made by Mr. 
A. G. Hayes, and we have had no trouble from leaks. The 
pipe laid during the year is as follows ; 

Of 6-inch.—Lovell street, 93.4 feet; Union street, 249 
feet; Webster street, 82.4 feet; Arch street, 168 feet. A 
total of 592.8 feet. 
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Of 4-inch.—Clifford street, 488 feet ; High street, 273 feet. 
A total of 761 feet. 

Total of both sizes laid during the year, 1358.8 feet. 

Total length of all sizes in feet, to date, as follows: 


12-in. 10-in. 8-in. 6-in. 4-in. Total. 
Before 1888, 595.5 8,014.5 3,739.5 34,085.1 4,462 50,893.6 
In 1888, 592.8 761 1,358.8 


692.5 8,014.5 3,739.5 34,677.9 5,223  52,252.4 


52,252.4 feet, equal to about nine and nine-tenths miles. 

Hydrant set during the year, 1; whole number, 79. 

Gates set during the year, 4; whole number, 88. 

Lines of pipe for fire protection have been laid in the yard 
of the Bay State Straw Works, and into the building belong- 
ing to E. T. Jenks, at the corner of Water and Clifford 
streets. In each of these a gate has been set outside of the 
buildings. In each instance the parties have paid the entire 
expense. 

The total cost of extensions of main pipes, including gates 
and hydrants, less ameunt received for pipe and material sold, 
also including pipe and material bought and not used during 
the year, amounts to $1810.70. 


SERVICE PIPES AND METERS. 


The contract for putting in service pipes has been contin- 
ued with the Domestic Plumbing Company, J. C. Cuzner, 
agent. Number put in, 37. Number of feet put in, 1967. 
The expense of pipe, fittings, meters, labor and materials for 
the service pipe department during the year has been $1095.62. 
Received from owners of premises for pipe inside of fence 
line, for meters, and for pipe sold, $684.89. Net cost for the 
year, $410.73. There is now on hand a good supply of 
ready-lined service pipe, with a stock of fittings, sufficient at 
least for a good start in the coming year’s business, 
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Number of services put in to date, 412 
Number now taking water, 407 
Services in unfinished buildings, for building purposes, 4 
Number of feet of service pipe put in to date, 24,438 
Number of feet within street lines, (incorrect last year,) 10,308 
Meters in use, 90 


Of these, there are 83 Crown meters, 5 Hersey, 1 Empire, and 1 Equit- 
able. Sizes as follows: 75 half-inch, 11 three-quarters-inch, 3 1-inch, and 
1 14-inch. 


PUMPING STATION AND LOT. 


Mr. A. R. Gurney has continued in charge of the pumps, 
as before. They have been kept in good repair. Tables 
giving the report of gallons pumped, coal used, and other 
statistics, will be found in the last part of this book. For 
the purpose of securing a regular inspection of the boilers, 
with an insurance against loss by possible explosion, we have 
insured them for the term of three years in the Hartford 
Steam Boiler Inspection and Insurance Co., for the sum of 
ten thousand dollars, which sum includes any loss of life, as 
well as damages, which may result. 

Following the action of previous years, we have expended 
from income account the sum of one hundred dollars in filling 
the meadow adjacent to the river, near the pumping station, 
hoping in time to see the meadow filled solid above high 
water mark. 

Samples of water have been sent to the State Board of 
Health for analysis every month during the year. Tables 
giving the results of the analyses accompany this report. 

Just at the close of the year we have had poles set and 
wires strung for a telephone line from the commissioners’ 
office to the pumping station, with an instrument in the resi- 
dence of our engineer, so that he can be reached with a call 
day or night, and close communication can be kept in time of 
a fire. A connection will be made with the central office, so 
that a call can be made in case of fire from any telephone in- 
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strument in the village. The bills for this work are not in at 
the time of preparing this report. 

Our expense for coal has been much larger than last year, 
but we have a much larger stock on hand than at the last 
report. 


RESERVOIR OR STAND-PIPE. 


Feeling that proper care of the stand-pipe required that it 
should be thoroughly examined and re-coated, we had the 
water drawn from it in July and gave the outside two good 
coats of paint, and the inside two coats of prepared asphaltum 
made expressly for our purpose. When empty we made a 
careful examination throughout, and found it all in good con- 
dition. Some deposit of rust had collected on the sides and 
bottom, which was all scraped and brushed off before apply- 
ing the asphaltum. The expense was considerable, but the 
work needed to be done. It is not an expense that will need 
to be incurred every year, and when done again the expense 
of a relief valve, procured for this time, will not have to be 
repeated. 


LEAKS, REPAIRS, AND GENERAL EXPENSES. 


Five leaks in the service pipes have been dug up and re- 
paired, occurring mainly in the soldering of the lead and brass 
work. No leaks have developed in the main pipes, and the 
gates and hydrants have required no special repairs. We 
have paid the town quite a bill for damages to the streets by 
wash-outs finding their way to our pipe trenches. Some of 
the bills were for damages as far back as 1886. An examina- 
tion of our financial statement will show more in detail the 
receipts and expenditures for the year, and the results, we 
think, will be found very satisfactory. And, as many of the 
expenses of the past year will not be likely to occur the com- 
ing year, we may reasonably look for still more favorable 
results in the next annual report. 
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Having a number of books, papers, and plans that could 
not easily be replaced if lost by fire, a safe has been placed in 
the commissioners’ office at a cost of one hundred dollars, 
from the manufactory of E. C. Morris & Co. As the bill for 
this is not payable till January 15th, 1889, the item is not 
included in this report. 


MAINTENANCE ACCOUNT. 


Collected by Commissioners and paid over to Treasurer : 


For individual water rates, $5,236.51 
For repairing meters, etc., 14.25 
For grass on pumping station lot, 43.00 
For interest on bank balances, 6.38 
From town, public uses, 1,500.00 
From district, hydrant service, 1,000.00 
Total receipts, $7,800.14 
Balance in Treasurer’s hands, Jan. 1, 1888, 2.95 


$7,803.09 
Orders drawn upon the Treasurer, as follows : 


A. R. Gurney, engineer at pumping station, $670.00 
Washburn & Parker, coal, 547.72 
James L. Jenney, coal, 292.40 
Boiler inspection and insurance, three years, 100.00 
Oil, packing, etc., 40.67 
Repairing clock, 75 
Steam fittings and sundry repairs, 8.15 
Fifty feet of j-inch hose, 6.37 
Stationery, express on oils, etc., 3.07 
Lawn mower and sundry supplies, 12.12 
L. Edgar Thomas, filling pumping station lot, 100.00 $1,781.25 
Relief valve, for use while constantly pumping during 

the painting of the reservoir, $98.56 
H. A. Sparrow, bill for painting reservoir, 196.87 
Burbank & Ryder, asphaltum coating, 28.70 
Lloyd Perkins, 2d, night pumping, 30.30 
Extra firing, night and day, 25.30 
Gasket and new bolts»for man-hole in reservoir, 5.70 
A. G. Hayes, assistance in repairing reservoir, 8.52 
Lumber and making stage for inside of reservoir, 5.95 


Brushes, tools, and sundry other expenses, 3.87 403.77 
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Town of Middleboro, for repairs to streets by L. F. 


Tinkham, 1886, 1887, 1888, $96.91 
S. S. Lovell, repairs to streets, 14.98 
James Cole, for damage to horse,’ 50.00 
Repairs to meters, 28.84 
Sundry small bills for repairs to service pipes, gates, etc., 50.18 240.91 
Water Commissioners for 1887, by vote of district, $150.00 
Printing annual reports, and advertising, 21.75 
Rent of office, 25.00 
Preparing new issue of bonds, 16.50 
Expense of negotiating and exchanging bonds, 3.50 
Printing blanks, and stationery, 9.00 
Blue-print copies of tracings and plans, 13.00 
J. EK. Beals, services as clerk and superintendent, 350.00 
Postage, express, etc., 2.58 
Expenses in procuring additional Water Act, 2.10 593.43 
Interest on bonds at 4 per cent., 3,000.00 
Total expenses for the year, $6,019.36 
Balance of Maintenance Account, after paying expenses, $1,783.73 
Transferred to Construction Account, $754.44 
Paid into Sinking Fund, 1,000.00 1,754.44 
Balance on hand, $29.29 
. CONSTRUCTION ACCOUNT. 

Collected by Commissioners and paid over to Treasurer : 
For main pipe, gates, etc., sold, $193.50 
For putting in services, sale of pipe, meters, etc., 684.89 
From sale of bond, due Sept. 1, 1916, 1,500.00 
Transferred from Maintenance Account, 754.44 

$3,132.83 


Orders have been drawn on the Treasurer, as follows: 


Warren Foundry and Machine Co., main pipe, $1,158.19 
Freight on main pipe, 76.07 
Ludlow Valve Manufacturing Co., gates and hydrants, 195.62 
Chadwick Lead Co., pig lead, 44.18 
Bingham & Taylor, gate boxes, 17.75 
Builders’ Iron Foundry, globe specials, 30.09 


A. G. Hayes, calking joints, laying pipe, etc., 66.64 


20 ANNUAL REPORT. 


Sharpening tools, 17.75 
Teaming, carting pipe, etc., 13.11 
Shovels, oil for lanterns, etc., 6.70 
Labor bill, trenching and laying pipe, 378.10 2,004.20 
Gilchrist & Gorham, pipe and fittings for services, $239.49 
Lining pipe, making joints, etc., 138.35 
National Meter Co., meters, 142.50 
Hersey Meter Co., meters, 122.25 
Bingham & Taylor, services boxes, 66.00 
D. A. Trefethen, brass fittings, 146.62 
Domestic Plumbing Co., putting in services, 229.98 
Freight, express, carting, etc., 10.43 1,095.62 
Fence between reservoir lot and J. A. Shaw, 29.01 
Sign for Commissioners’ office, 4.00 
Total expenses, Construction Account, $3,132.83 
Less amount received for main pipe, service pipe, meters, etc., 

as above, 878.39 
Net Construction Account expenses, $2,254.44 
Cost to January 1, 1888, 79,329.82 
Total cost of works to date, $81,584.26 
Bond paid during the year, $2,000.00 
Bond issued during the year, payable Sept. 1, 1916, 1,500.00 
Bonds outstanding at date, 74,500.00 
Amount in Sinking Fund, 1,111.56 

a 


| Respectfully submitted. 


Evucrene P. LeBaron, 
JosEPH EK. BEALS, 
JESSE B. RypEr, 


Water 
Commissioners. 


Treasurer's Report, Water Department. 


CONSTRUCTION ACCOUNT. 


Received from Commissioners, 
Received from bond issued, 
Received transfer, Maintenance Account, 


Paid as follows: 


As per vouchers of Commissioners, 


MAINTENANCE ACCOUN‘’ 


Balance brought forward, 

Received from Commissioners, 

Received from interest account, 

Received from fire district, hydrant service, 


Paid as follows: 


Interest on bonds, 

Sinking Fund, 

Bills for maintenance, as per vouchers, 
Transferred to Construction Account, 
Balance, 


$878.39 
1,500.00 
754.44 $3,132.83 


$3,132.83 


$2.95 
6,793.76 

6.38 
1,000.00 $7,803.09 


$3,000.00 
1,000.00 
3,019.36 
754.44 
29.29 $7,803.09 


F. A. Hartow, Treasurer. 


MIppLEBoRO, Jan. 9, 1889. 


Examined, and found correct and properly vouched for. 


S. S. Bourne. 
E. P. LEBaARron. 
WALTER M. Snow. 


Sinking Fund Account. 


Amount at last report, $2,024.16 
Received interest from Middleboro Savings Bank, 18.58 
Interest from New Bedford Safe Deposit and 

Trust Co., 20.82 
Interest on real estate mortgage, 48.00 

From District Treasurer, 1,000.00 $3,111.56 

Paid bond due Sept. 1, 1888, 2,000.00 

Balance in Sinking Fund, $1,111.56 


Invested as follows: 


Real estate mortgage, 6 per cent., $800.00 
New Bedford Safe Deposit & Trust Co., 269.82 
Middleboro Savings Bank, 41.74 $1,111.56 


F. A. Haruow, Treasurer. 


MIDDLEBORO, Jan. 9, 1889. 
Examined, and found correct and properly vouched for. 


S. S. Bourne. 
E. P. LEBaARon. 
WaLtTeR M. Snow. 
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Pumping Record for 1888. 


Month.| Hours Gallons Daily | Lbs. of | Daily) Rainf’] eae Se a 

Pump’g.| Pumped. | Average.| Coal. | Av. jinches. | Highest; Lowest.| Mean. 

igh. 

Jan. 72 3} 2,624,000 | 84,645 | 20,700} 668 | 3.94] 51° | —11 | 18.95 
Feb. 64 35 2.356.000 81,241 | 18,570) 640 | 3.59| 51° | — 3 | 27.77 
Mar. 65 40] 2,435,000 | 78,550 | 17,600) 568 | 5.63] 53° 9° | 31.46 
April | 61 10} 2,245,000 | 74,883 | 15,530) 518 | 2.11} 74° 12° | 40.80 
May 66 5} 2,375,000} 76,613 | 16,110) 519 5.01 83° 30° | 53.05 
June 79 20} 2,920,000 | 97,333 | 18,270} 609 1.78 95° 37°) |'64.73 
July* | 268 3,171,000 | 133,455 | 37,460! 800 | 3.83] 86° 41° | 65.49 
Aug. 95 45) 3,462,000 | 111,677 | 20,370} 657 | 5.56) 86° 46° | 67.85 


Sept. | 75 | 2,728,000| 89,766] 19,300] 631 | 9.44] 79° | 26° | 57.76 
Oct. | 70 20) 2,578,000 | 83,161| 18,030] 582 | 3.56] 64° | 26° | 45.46 
Nov. | 68 10) 2,451,000} 81,700] 17,600] 586 | 10.23] 68° | 14° | 42.23 
Dec. | 72 30] 2,744,000] 88,520] 17,260] 557 | 4.14] 59° | 6° | 32.43 


Totals 1058 38 32,089,000 236,800 58.82 
Daily 
AV. 2 30 89,885 611 


*The record for July includes 190 hours that the pumps were run night and day dur- 
ing repairs to reservoir. No record was kept of gallons pumped. Coal used during that 
time, 18,580 pounds; which is not included in the daily average. The rainfall includes 
melted snow. 


Number of gallons pumped per pound of coal, 147.04. 

Number of gallons raised 100 feet high per pound of coal, for total coal, 
‘291.10; an increase over last year of 13 9-10 per cent. 

Duty in foot pounds, per 100 pounds of coal, making no deduetion for 
starting and banking fires, heating building, or anything else, 24,258,420; 
an increase over last year of 13 4-10 per cent. 

These reckonings do not include 190 hours in July, while the stand-pipe 
was being painted, as we did not keep a measure of the water. ‘The coal 
used then is given in the summary. That would give a higher duty than 
we now have. 

Water in the well highest Dec. 17th, 184 feet. Lowest, July 17th, 16. 
feet 2 inches; Sept. 7th, 16 feet 3 inches; while constantly pumping in 
July, 14 feet 2 inches. Lowest temperature of well in March, 48°; highest 
in August, 61°; temperature of river at same time, 74°. 
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Fire District Warrant. 


In the name of the Commonwealth of Massachusetts, I hereby 
notify and warn all the inhabitants of the Middleboro Fire District, 
qualified to vote in town affairs, to meet at the Town Hall, in said 
District, on MONDAY, Jan. 21, A. D. 1889, at 6 o’clock Pp. m., by 
request of Chief Engineer Walter M. Snow, to act on the following 
articles, to wit: 


Art. Ist. To choose a Moderator to preside at said meeting. 

Art. 2d. To choose all necessary officers for said district for 
the ensuing year. , 

Art. 3d. To see if the district will pay their officers for the past 
and ensuing year, and act anything thereon. 

Art. 4th. To see if the district will pay the members of the Fire 
Police and the several companies, also the stewards, for their ser- 
vices for the ensuing year, and act anything thereon. 

Art. 5th. To see if the district will pay their Collector for his 
services for the past year, and act anything thereon. 

Art. 6th. To see what action the district will take in regard to 
a more efficient Fire Alarm, and act anything thereon. 

Art. 7th. To see if the district will purchase land and build a 
Hose House at or near the cornor of West and May streets, and act 
anything thereon. 

Art. 8th. To see if the district will purchase a Hose Carriage, 
and act anything thereon. 

Art. 9th. To see if the district will purchase land and build a 
Hose House at or near the corner of South Main and Courtland 
streets, and act anything thereon. 

Art. 10th. To hear the reports of all officers, committees, and 
agents of said district, and act anything thereon. 

Art. 11th. To raise such sums of money as the district may see 
cause, by ‘tax or otherwise, and appropriate the same, and act any- 
thing in relation to raising and assessing the same, as it may seem 
expedient. 

ANDREW M. WOOD, 
Clerk Middleboro Fire District. 

MippLeporo, Jan. 8, 1889. 
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aN NOE REPORTS 


OF THE OFFICERS OF THE 


MIDDLEBORO FIRE DISTRICT, 


AND THE 


FOURTH ANNUAL REPORT 


WATER COMMISSIONERS, 


FOR THE YEAR 1889. 


MIDDLEBORO: 
oTTE OFFICE. 


“ 


MIDDLEBORO FIRE DISTRICT. 
OFFICERS FOR 1889. 


BOARD OF ENGINEERS. 
EUGENE P. LEBARON, Chief. 
LUTHER 8S. BAILEY, First Asszstant. 
CHARLES W. KINGMAN, Second Assistant. 
AMOS H. EATON, Third Assvstant. 
» SAMUEL S. BOURNE, Fourth Assistant. 


CLERK. 
ANDREW M. WOOD. 


TREASURER. 
FOSTER A. HARLOW. 


PRUDENTIAL COMMITTEE. 
GEORGE L. SOULE, FRANCIS M. SHERMAN, 
CHARLES W. TURNER. 


WATER COMMISSIONERS. 


EKUGENE P. LeBARON, Term expires Jan. 1890. 
JESSE B. RYDER, Term expires Jan. 1591. 
JOSEPH E. BEALS, Term expires Jan. 1892. 


ENGINEER AT PUMPING STATION. 
A. R. GURNEY, 


ANNUAL REPORT 


OF THE 


Chief Engineer of the lire Department. 


In compliance with Art. 4th, Sec. 6th, of the By-Laws of 
the District, I herewith make my Annual Report for the year 
ending Dec. 31st, 1889, giving in detail the condition of the 
department and property of the District, together with a 
record of fires and alarms occurring during the past year, 
giving causes and losses on same; also the necessary recom- 
mendations for the ensuing year. 


FIRE DEPARTMENT. 


The Fire Department consists of a Chief Engineer, four 
Assistant Engineers, one Hook and Ladder Company of 
twenty-five men, one Chemical Engine Company of fifteen 
men, one Hose Company of cighteen men, four Hose Compa- 
nies of eight men each, also a Fire Police force of fitteen men, 
making a total of one hundred and ten (110) men in the 
Department. Two Hose Companies have been added in the 
past year, as instructed’ by the District at its last Annual 
Meeting. I have been pleased with the interest that has been 
shown in the Department in the past year, and hope that it 
may continue for years to come, as by so doing we have the 
assurance of a Fire Department that is a credit to any town. 


BUILDINGS. 


There are five buildings owned by the District and used for 
department purposes, and are located as follows: House on 
School street, occupied by Hook and Ladder Company No. 1, 
Chemical Engine Company No. 1, and Hose Company No. 1, 
also by the Board of Engineers ; House on Oak street, occu- 


1 


pied by Hose Company No. 6, also for a battery room for the 

Fire Alarm; House on Courtland street, occupied by Hose 

Company No. 2; House on East Main street, occupied b 
9 y] 
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Hose Company No. 3; and House on May street, occupied by 
Hose Company No. 4. All of these houses are in good repair 
except the School street house, which will have to be shingled 
as soon as possible, as it leaks badly. ‘The houses on Court- 
land and May streets have been built the past year. 


APPARATUS. 


The apparatus consists of one Hook and Ladder Truck, 
with all the necessary equipment of ladders, &c.; one No. 4 
Babcock double tank Chemical Engine; one Hose Wagon, 
and four Hose Reels. All these are equipped and in good 
order, except some of the above apparatus should be var- 
nished the coming year, for by so doing they may be kept in, 
good condition for years to come. 


HOSE. 


There has been one thousand feet of cotton, rubber lined, 
hose purchased in the past year, and five hundred feet con- 
demned as unsafe to use, making the hose now in use by the 
department three thousand eight hundred feet. This is dis- 
tributed as follows: Hose Co. No. 1, 600 feet; Hose Co. 
No. 2, 600 feet; Ifose Co. No. 3, 750 feet; Hose Co. No. 4, 
600 feet ; Hose Co. No. 6, 1250 feet. 3000 feet of this is 
on the Wagon and Reels ready to run out at any alarm, (400 
feet of the above is old and liable to give out soon), making 
only 800 feet of spare hose for a change after a fire, which is 
not as much as should be, but can be made to answer for the 
present, but should be increased soon as the old hose is liable 
to give out at any time and in that case cripple the department. 


HYDRAN'LS. 


There are 80 Hydrants now in use by the department, and 
all have been thoroughly examined and oiled, and are in good 
condition, + 
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ELECTRIC FIRE ALARM. 


There has been added to the property of the District in the 
past year, an Electric Fire Alarm System, as voted by the 
District at the last Annual Meeting. The system used is the 
Gamewell, and consists of about 8 miles of line, 10 signal 
boxes, 1 whistling machine, 1 six inch Crosby steam chime 
gong, | gong for pump station, 6 tappers for engineers’ houses, 
40 cells of battery, 2 galvanometers, and all is in good condi- 
tion and working finely. 


FIRES. 


While some of the cities and towns about us have suffered 
large losses by fire the past year we have been very fortunate 
in this respect, as only five working fires have occurred in the 
year; but there has been a number of small fires occuring, 
which have been extinguished without the help of the depart- 
ment, they having been discovered and extinguished at the 
start, otherwise in several cases serious fires would have 
occurred. Profiting by the experience of Boston and Lynn, 
it stands the District in hand to keep up the Fire Department 
to its present standard, as by so doing we may obviate what 
is liable to occur at any time, a serious conflagration ; as our 
Town is all built of wood, and should a fire get a good start 
with a high wind, no one could tell what the loss to’the Town 
would be; but with the efficient. department and with the help 
of the Electric Fire Alarm to locate a fire and to get an alarm 
promptly, we may in a great measure prevent a fire from 
getting much headway should it be discovered in season. 

Jan. 2d, 10.40 p. m. Fire was discovered in a Barn owned 
by Joseph T. Wood, on Prospect street, and occupied by 
Levi F. Tinkham for storage. Loss on Building, $75; on 
contents, $50. No insurance. Cause unknown. . 

Feb. 22d, 6.40 a. Mm. . Fire at the Star Mills. Loss, $25; 
insured. Cause, friction of drying machine. 4 
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Mar. 26th, 9.40 a.m. Fire in a house owned by C. H. 
Carpenter and R. F. Barrows, on North Main street, and oc- 
cupied by two tenants. Loss on building, $115; on furniture, 
$200. Insured. Cause, defective chimney. 

Mar. 27th. Still alarm at the house of L. S. Bailey, on 
Forest street. Loss, $10. Insured. Cause, clothing hung 
too near the stove. 

Apr. 6th, 9.15 a.m. Fire in Middleboro Hotel, owned by 
Thos. Boucher and occupied by E. J. Kelley. Loss on build- 
ing, $50; on furniture, $75. Insured. Cause unknown. 

July 7th, 1.30 p. m. Still alarm at the house of 
McDonald, on Water street. Damage slight. Cause, caught 
from stove in shed. 


Sept. 9th, 6.50 p.m. False alarm. 

Sept. (Date not given.) Still alarm. Fire in stable of 
Dr. H. S. B. Smith, corner of Centre and Pearl streets. 
Cause, exploding of lantern, setting fire to hay. ‘Loss small. 

Oct. (Date not given.) Still alarm. Fire in stable of A. 
W. Thompson, Pearl street. Damage shght. Cause, lantern 
setting fire to hay. 

Dec. 8th, 12.20 a. Mm. Fire in barn on Oak street, owned 
by estate of W. W. Comstock and occupied by Thomas W. 
Clark. Loss on building, $75; on contents, $25. No insur- 
ance. Cause, supposed Incendiary. 

Dec. 8th, 10.30 a. mM. Fire rekindled in the hay on the 
Comstock estate. No loss, 


RECOMMENDATIONS. 


I would recommend that the School street Engine House be 
shingled the coming Spring: also a part of the Apparatus be 
varnished ; and the sum of $2200 be appropriated for current 
and incidental expenses and interest, ($200 of the above being 
for interest), for the ensuing year. 
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In conclusion, I would extend my thanks to my associate 
Engineers for their co-operation and for the interest they have 
taken in performing the duties of the department, and to the 
officers and members of the different companies for the inter- 
est manifested and for the services they have performed, being 
always ready to perform any service when called upon. I 
also extend my thanks to the Fire Police and Prudential 
Committee, for their attention to all the duties that devolve 
upon them, as well as the care they have shown in looking 
after the property of the District. 


Respectfully submitted. 


EUGENE P. LEBARON, 
Chief of Department. 


ROSTER OF FIRE DEPARTMENT. 


HOOK AND LADDER COMPANY No. 1, 


STATION, SCHOOL STREET, BETWEEN CENTRE AND PEIRCE STREETS. 


Badge 


21 


bo bo be 
HS OF eR Ww 


Ww WwW Ww 
Cao si 


42 
39 
44 


5 Clifford S. 


Name 

F. A. Chubbuck 
A. F. Whitcomb 
C. F. Gay 

E. L. LeBaron 
George F. Day 


> C. E. Morrill 


George W. Perkins 
Henry Downing 
Willis Chubbuck 
S. B. Keyes 

E. F..LeBaron 

C. H. Keyes 
George McKeown 
Frank E. Pierce 
Lovell 
Frederick F. Chubbuck 
F. W. Hastay 
Charles E. Harlow 
Elbridge Gerry 
Otto ‘Turnrose 

L. G. Whitcomb 
L. B. Mendall 
George Burnham 
Walter Coombs 
John Glass 


Age Rank 

44 Foreman 
23 1st Asst. do 
44 2d Asst. do 
20 Clerk 

34 Ladderman 
37 ss 

22 Axeman 
22 Ladderman 


50 
86 ies 
30. 
D4. bs 
35S 

Sans 
VE 

D0 Tne 
23 
SP) Mage 

Dae 

Oley it 
pipe. 

2002 
1 pk 
D4 66 
27 G6 


Residence 
Jackson st 
No. Main st 


Courtland st 
Clifford st 
Oak st 
Wareham st 
West st 
Wareham st 


Centre st 


Southwick st 


West st 


Cambridge st 


Clifford st 
Centre st 
Jackson st 
No. Main st 


- Southwick st 


Pearl st 


Cambridge st 


Main st 
School st 
School st 


Southwick st 


West st 


Occupation 
Shoemaker 
Teamster 
Laborer 
Clerk 
Finisher 
Moulder 
Machinist 

Jlerk 
Shoemaker 
Moulder 
Moulder 
Moulder 
Moulder 
Carpenter 
Moulder 
Shoemaker 
Barber 
Moulder 
Carpenter 
Blacksmith 
Shoemaker 
Carpenter 
Laborer 
Shoemaker 
Melter 
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CHEMICAL ENGINE COMPANY No. 1, 


STATION, SCHOOL STREET, BETWEEN CENTRE AND PEIRCE STREETS. 


Badge Name Age Rank Residence Occupation 
49 Ira C. Tinkham 32 Foreman Barrows st Merchant 
47 EK. F. Doherty 34 Ist?Asst. do School st Printer 

48 C. F. Harrington 30 2d Asst. do Peirce st Clerk 

52 J. H. Cushing 33 Clerk Centre st Merchant 
50 B. F. Jones 33 Engineman School st “ 

51 H. D. Smith 26 Bucketman Oak st Clerk 

53 James Curley’ 36 Hoseman Water st Shoemaker 
54 J. M. Luippold 51 3 Barrows st hi 

55 Thomas Curley 33 Bucketman Water st 4 

56 W. A. Andrews 31 Main st Merchant 
59 Henry Soule 19 zn Oak st Shoemaker 
60 N. D. Churchill 34 Engineman School st 1 

57 George B. Thomas 47 Bucketman h 3 

58 George E. Bailey 31 Fs - P 

46 George L. Thomas Zi ee ; : 


HOSE COMPANY No. 1, 


STATION, SCHOOL STREET, BETWEEN CENTRE AND PEIRCE STREETS. 


Badge Name Age Rank Residence Occupation 
97 Matthew Cushing 29 Foreman Water st Merchant 
98 Clayton W. Barden 35 Ist Asst. do ibe Upholsterer 
99 Frederick M. Jenney 27 2d Asst. do Peirce st Teamster 
100 Andrew M. Wood 35 Clerk School st Bank Treas’r 
101 M. W. Peasley 37 Hoseman Rock st Hostler 
102 S. L. Holmes 2 ee ' Water st Confectioner 
103 P. M. Ramsey 27 Asst. Hydrant Centre st Barber 
104 J. B. Ryder 37 Hydrantman Main st Merchant 


HOSE COMPANY No. 2. 


STATION, COURTLAND STREET, NEAR MAIN STREET. 


Badge Name Age Rank , Residence Occupation 
61 Nelson Shaw 31 Foreman Courtland st ‘T’eamster 

62 Charles Endress 25 1st Asst. do. Oak st Painter 

63 ‘Thomas Nolan 22 2d Asst. do. Centre st Designer 

64 Frank Woodward 26 Clerk Southwick st Clerk 

65 ‘Thomas Moody 19 Hoseman Oak st Straw Worker 
66 E. J. Keith 21 ck High st Carpenter 

67 R. L. Edwards 20 se Centre st Clerk 

68 E. L. Bates 2] ns Courtland st Carpenter 
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HOSE COMPANY No. 3. 


STATION, EAST MAIN STREET, NEAR STAR MILLS. 


Badge Name Age Rank Residence Occupation 
69 J. F. Perry 28 Foreman Star ave Clerk 

70 S. J. Sparrow 34 Ist Asst.do East Main st Carpenter 
71 S. B. Holmes 35 2d Asst. do 2: xe Machinist 
72 J. L. Tobey 36 Clerk Star ave Laborer 

73 H. Batchelder 24 Hoseman Montello st | Shoemaker 
75 A. W. Walker 26 Hydrantman East Main st Plumber 
76 T. Bray 28 Hoseman Main st Overseer 
74 W. A. Cummings 34 Hydrantman Waterst Laborer 


HOSE COMPANY No. 4. 


STATION, CORNER OF MAY AND VINE STREETS. 


Badge Name Age Rank Residence Occupation 
105 D. D. Sullivan 25 Foreman Centre st Merchant 
106 C. W. Maxim 31 1st Asst. do Oak st Carpenter , 
107 W. Keyes 38 2d Asst.do West st 's 

108 M. F. Cronan 21 Clerk Vine st Brakeman 
109 Thomas Boucher 28 Hoseman Centre st Moulder 
110 J. J. O'Hara 29 Ke Vine st Shoemaker 
111 E. E. McCarthey 20 Hydrantman Centre st +s 

112 A. A. Belcher 24 ahs West st 4 


HOSE COMPANY No. 6. 


STATION, OAK STREET. BETWEEN HIGH AND CENTRE STREETS. 


Badge Name Age Rank Residence Occupation 
78 A. F. Sherman 28 Foreman Everett st Shoe Cutter 
79 A. J. Bailey 39 Ist Asst. do High st Painter 

90 H. E. Braley 26 2d Asst.do North st Farmer 

82 Jesse LeBaron 21 Clerk Oak st Moulder 

84 Marcus Merrick 24 Hoseman Centre st Freight Clerk 
93 Charles F. Gay, Jr. 24 oa Oak st Painter 

95 Benjamin Folger 47 + ? ‘Teamster 

80 J. E. Lamb 29 es Lovell st Carpenter 

92 J. F. McLane 31 = No. Main st ay 

86 Harry Roberts 37 . Be Mason 

88 W. I. Folger 21 . Oak st Clerk 

85 Rufus J. Brett 33 Hydrantman Forest st Brass Brusher 
87 A. L. Champlin 22 3 Centre st Teamster 

89 Robert M. Shores 20 Hoseman Forest st Shoemaker 

81 George W. Speecht 25 Centre st Teamster 

77 Earle Besse 27 Hydrantman Rock st Shoemaker 
83 John McNeil 29 Hoseman Wareham st Carpenter 

91 Frank Chandler 25 ts Forest st Shoemaker 


ROSTER OF FIRE DEPARTMENT. 


Name 
S. Mendall 
James H. Weston 
Samuel S. Lovell 
E. T. Lincoln 
Edward F. Bryant 
Henry W. Sears 
Leander M. Alden 
Alvin P. Vaughan 
Levi P. Brown 
W. O. Penniman 
O. L. Barden 
Charles W. Drake 
Francis M. Sherman 
Charles E. Bump 
James Russell 


FIRE POLICE. 


Rank 
Captain 
1st Sergeant 
2d Sergeant 
Clerk 


Residence 
School st 
Centre st 

66 
Water st 
No. Main st 
So. Main st 
Oak st 
School st 
Pearl st 
School st 
Myrtle st 
Main st 
High st 
School st 
No. Main st 


11 


Occupation 

Carpenter 
66 

‘Teamster 
Blacksmith 
Stitcher 
LumberDeal’r 
Gunsmith 
Carpenter 
Merchant 
Shoemaker 
Barber 
Druggist 
Shoe Cutter 


66 66 


Overseer 


Peper hs OD) PRS 


OF 


Committee on Electric Fire Alarm. 


The Committee chosen at the last Annual Meeting of the 
Middleboro Fire District to construct an Electric Fire Alarm 
System, would respectfully report the following. After look- 
ing over different systems of Fire Alarm Telegraph, we de- 
cided to adopt the Gamewell system, and contracted with that 
Company for the following apparatus: About 8 miles of line, 
10 signal boxes, 1 whistling machine, 1 6-inch Crosby steam 
gong, 1 valve for same, 1 8-inch gong for pumping station, 
6 5-inch tappers for engineer’s houses, 2 galvanometers for 
testing the line and battery, and 40 cells of battery ; all com- 
plete and put up, and put in good running order, for the sum 
of $1500. The District to furnish all poles for line. 

The system has all been completed and is in good order, 
as contract calls for. The poles used, outside of those belong- 
ing to the District, are the property of the Middleboro Gas 
and Electric Co., permission to use the same having been 
granted by the Selectmen of the Town. 


Respectfully submitted. 


Ati DALY. Electric 


EUGENE P. LeBARON, )Committee on 
J. H. SHAW, é Fire Alarm. 


REPORT OF BUILDING COMMITTEE 


ON 


HOSE HOUSES AND LOT. 


The committee chosen at the last annual meeting of the 
Fire District to purchase and secure land for hose houses, 
and to build two hose houses and purchase a hose reel, would 
make the following report. 

As instructed by the District, we have purchased the lot of 
land corner of May and Vine streets for the sum of $250, 
and have secured land of Mr. Albert Alden on Courtland 
street free of expense, subject to a removal by giving one 
year’s notice, and have built a house on each of the lots 16 
feet wide by 30 feet long, with 10 feet posts, all finished in 
good order, for $400 each. We have also purchased a hose 
reel for one of the houses, as directed, and the reel is all 
equipped and in running order. 


Respectfully submitted. 


EUGENE P. LeBARON, 
LUTHER 8S. BAILEY, 
CHARLES W. KINGMAN, ae 
AMOS H. EATON, 

SAMUEL 8S. BOURNE, J 


Building 
ommittee. 


REPORT OF PRUDENTIAL COMMITTEE. 


The appropriation for the current expenses of the Fire 
Department for the year 1889 was $2000. 

Bills for the following amounts have been approved by 
your committee, and paid by the Treasurer. 


Gas, $63.50 
Fuel, 43.75 
Printing, 26.00 
Repairs and supplies, 113.86 © 
Assessing and collecting tax, 44.08 
New equipment, 163.75 
Miscellaneous, 136.53 
Fire police, 21.95 
Registration, 10.00 
Officers, 150.00 
Chemical Engine Co., 189.70 
Hook & Ladder Co., 270.50 
Hose No. 1, 61.62 
Hose No. 2, 74.03 
Hose No. 3, 90.00 
Hose No. 4, 31 .0d 
Hose No. 6, 212.33 
SPECIAL APPROPRIATION. 
Fire alarm, 1,500.00 
Hose carriage, 150.00 
New hose houses, 800.00 
Bill of hose, 694.24 


$4,853.37 


GEO. L. Sour, 
F. M. SHermMan, 
Cuas. W. TuRNER, 


Prudential 
Committee. 


ASSESSORS’ REPORT. 


VALUATION OF FIRE DISTRICT, 1889. 


Personal property, $343,430.00 
Real estate, ; 1,627,870.00 
$1,971,300.00 

Tax assessed, $3,548.20 
Tax voted, 3,500.00 
Overlay, $48 .20 


Rate of taxation, $1.80 on $1000. 


COLLECTOR'S REPORT FOR 1889. 


C. TI. THatcHer, CoLLEctTor; 
To MrIppLEBorRO’ Fire District, Dr. 


1889. Jan. 1. 


For cash on hand, balance from last year, $240.52 
‘Taxes uncollected for 1885, 3.06 
66 66 Gs 1886, 11.46 
oc 6 ‘6 1887, 88.65 
5 iy vid A Kateteys 253.32 
Taxes committed for 1889, 3,567.43 
Interest collected, 19.85 
$4,184.29 
Cr. 
By cash paid F. A. Harlow, Treasurer, at different 
times, $3,302.00 
Taxes remitted, 17.06 
Taxes uncollected for 1886, 1.28 
44 os Se TISS se, 26.91 
6 aS *¢ 1888, 26.51 
6 “s £61889 418.54 


Cash on hand, 391.99 $4,184.29 


Treasurer's Report, Fire Department, 


FORME eYEAR +1889. 


Balance on hand, 
Received from Town Collector, 
Received from Temporary Loan, 


Paid as follows: 


Temporary Loans, and interest, 
Water Department, hydrant service, 
Bills per order Prudential Committee, 
For land, 

Incidentals, 


Balance, 


$462.01 
3,302.00 
3,500.00 $7,264.01 


$780.71 
1,000.00 
4,853.37 
250.00 
2.63 $6,886.71 


$377.30 


F. A. HARLOW, Treasurer. 


MippLeBoro’, Mass., Jan. 1, 1890. 


Examined, and found correct and properly vouched for. 


The District now owes: 


One note for $500, payable Dec. 14, 1890. 
66 66 500, 66 66 1891. 
6 66 500, 66 66 1892. 
Other notes, $2000. 


Amos H. Eaton, 
JESSE B. RyYpEr, 
(Has. W. TURNER. 


Other indebtedness about the same as at last report. 


FOURTH ANNUAL REPORT 


OF THE 


WATER COMMISSIONERS. 


The fourth annual report of the Water Commissioners to 
the Middleborough Fire District is herewith respectfully sub- 
mitted. 

At the annual meeting of the District held in January, 
1889, Joseph EK. Beals was chosen as Commissioner to suc- 
ceed himself, his term then expiring. The Board organized 
for the year by chosing Eugene P. LeBaron as chairman and 
Joseph E. Beals as clerk. Mr. Beals has also performed the 
duties of superintendent. The organization of the Board as 
Sinking Fund Trustees has remained as last year. 

One bond for $1000, due September Ist, 1889, has been 
paid from funds held in sinking fund, and to pay for exten- 
sions made during the year one new 4 per cent. bond for 
$1000 has been issued, payable Sept. 1, 1917. This bond is 
held by the New Bedford Five Cents Savings Bank, which 
bank holds all our bonds issued. The sum of $1400 has been 
paid into the sinking fund account during the year, and $60.60 
received as interest on investments. This, after withdrawing 
$1000 to pay bond, as mentioned above, leaves $1572.16 in 
sinking fund. A further glance at our financial statement 
will show that our water works have cost to date $84,007.76. 
‘' Our bonded indebtedness is $74.500. With $1572.16 in 
sinking fund the net indebtedness will amount to less than 
$73,000, showing that we have paid more than $11,000 on the 
cost of the works since they were put in operation. 
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MAIN PIPE EXTENSIONS. 


The work of laying main pipes in making extensions has 
been done under the direct supervision of the Commissioners, 
and special care has been taken to have the work done well. 
Mr. A. G. Hayes has made all the joints, and we have dis- 
covered no leak in any of the work he has done. The fol- 
lowing extensions have been laid during the year: 

Of 6-inch.—Webster street, 633.5 feet ; Everett street, to 
Arch street, 221 feet; Arch street, west of Everett street, 
233 feet; Arch street, between Oak and Forest streets, 562 
feet; Coombs street, from North Main street, 275.5 feet; 
North street, beyond Oak street, 140.6 feet; Cambridge 
street, north of Clara street. 129 feet. Total, 2194.6 feet. 

Of 4-inch.—F rom Courtland street to Old Colony railroad 
passenger station, 418 feet; Benton street, between Rock and 
Webster streets, 451 feet. Total, 869 feet. 

Total of both sizes laid during the year, 3063.6 feet. 

Total length of all sizes, in feet, to date, as follows : 


12-in. 10-in. 8-in. 6-in. 4-in. ‘Total. 
Before 1889, 592.5 8,014.5 3,739.5 34,677.9 5,223 52,247.4 
In 1889, 2,194.6 869 3,063.6 


592.5. 8,014.5 3,739.5 36,872.65 6,092 _56,311.0 
55,311 feet, equal to nearly 10} miles. 
Hydrants set during the year, 1; whole number 80. 
Gates set during the year, 7; whole number, 95. 
A blow-off (1-inch) has been placed at the foot of Webster 
street. 


SERVICE PIPES AND METERS. 


The contract for putting in service pipes has been continued 
with the Domestic Plumbing Company, J. C. Cuzner, agent. 
Number put in, 55. Number of feet put in, 3228.5. Our 
stock of pipe and material, meters, etc., on hand, is not as: 
large as it was one year ago. 


20 ANNUAL REPORT. 


Number of services put in to date, 467 
Number now taking water, 463 
Feet of service pipe put in to date, 27,666.5 © 
Feet of service pipe within street lines, 11,563 
Meters in use, ‘ 104 


Of these there are 85 Crown, 17 Hersey, 1 Empire, 1 Equitable. Sizes: 
87 4-inch, 13 $-inch, 3 1-inch, and 1 14-inch. 


PUMPING STATION AND LOT. 


The pumping machinery has been in charge of Mr. A. R. 
Gurney, as heretofore, and has been kept in good condition. 
The boilers have been inspected quarterly, under the direc- 
tion of the Hartford Steam Boiler Inspection and Insurance 
Company, in which company they are insured. The number 
of gallons pumped, amount of coal used, and other statistics, 
will be found in a table following this report. 

Samples of water from the well and from the river were 
sent to the State Board of Health for analysis each month 
during the first half of the year. Tables giving the results 
accompany this report. 

A contract was made with Mr. John B. Carver for $100 
worth of filling on the lot, but finding that he had taken the 
job at too low price he gave it up before it was half done, and 
settlement was made with him for what he had done. 

through the generosity of Mr. William R. Peirce, a choice 
lot of trees, a well selected variety of about twenty, was set 
upon the lot in the Spring, the beauties of which will be more 
and more apparent as they increase in stature. 


RESERVOIR OR STAND-PIPE. 


A suit was brought against the District early in the year 
for damage caused by an overflow of the stand-pipe. The 
case is still in the courts, a settlement not having been reached. 
Considerable expense has been made for a high water alarm 
that shall give reliable warning at the pumping station of the 
height of water in the stand-pipe. The first piece of appa- 
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ratus has not worked reliably in every respect, and another 
is now ready to be set. 


LEAKS, REPAIRS, AND GENERAL EXPENSES. 


One very small leak in a 4-inch main has been found dur- 
ing the year and repaired ; also two leaks in joints in service 
pipes. 

The hydrants have all been painted two coats during the 
year, and have all been tested, and the working parts oiled 
and put in good order. 

The total amount paid out for construction account during 
the year has been $3584.13. Received for putting in ser- 
vices, meters, pipe and material sold, $1160.63. Net cost of 
construction, $2423.50. This has been met by the issue of a 
bond for $1000, and a transfer of $1423.50 from income ac- 
count. 

The District, at its annual meeting, 
Commissioners for the previous year and for the ensuing year. 
For this reason there will be found two payments reported ; 
one for-1888, made at the beginning of the year, and one for 
1889, at the close of the year. In the future this payment 
will become due at the close of the year. 


voted the pay for the 


The following is the financial statement for the year. 


MAINTENANCE ACCOUNT. 


Collected by Commissioners and paid over to Treasurer : 


For water by schedule and meter rates, $5,742.53 
For repairing meters, services, ete., 28.95 
For interest on bank balances, 25.37 
For notices to delinquents, 1.00 
For grass on pumping station lot, 20.00 
From town, public uses, 1,500.00 
From district, hydrant service and district uses, 1,000.00 

Total receipts, $8,317.85 
Balance in Treasurer’s hands, Jan. 1, 1889, 29.29 


$8,347.14. 


A ANNUAL REPORT. 


Orders drawn on the Treasurer, as follows: 


A. R. Gurney, engineer at pumping station, $670.00 

James L. Jenney, coal, 535.00 

Packing, fittings, ete., 54.05 

Oils, ete., 15.20 

Stationery, express, etc., 4.33 

Filling on lot, 43.55 

Setting trees on lot, 2.38 1,324.51 

Salaries of Commissioners for 1888, by vote of District, $150.00 

Telephone rent, one year, 85.00 

Extra telephone bell in house of engineer, 5.00 

Rent of office in town building, 25.00 

Gas fixtures in office, 2.00 

Annual reports, printing and advertising, 30.38 

Postage. express, etc., 2.75 

Binding portfolios of plans, 3.00 

J. EK. Beals, services as Clerk and Superintendent, 400.00 

Coumissioners for 1889, by vote of District, d 150.00 853.13 

Care of hydrants, repairs of streets, ete., $79.63 

Repairing meters, services, tools, etc., 30.79 110.42 

Stringing wires, extra posts, etc., for high water alarm, $55.00 

Wire for high water alarm, 28.88 

Freight, labor, express, etc., 5.92 

Apparatus and labor, 54.30 

Pressure gauge, 15.00 189.10 

Expenses on complaint for overflow, 5.50 

Interest on bonds, at 4 per cent., 2,980.00 
Total expense for the year, including interest, $5,462.66 

Balance of income account, after paying expenses, 2,884.48 

Transferred to construction account, $1,423.50 

Paid into Sinking Fund. 1,400.00 2,823.50 
Balance in hands of Treasurer. $60.98 


CONSTRUCTION ACCOUNT. 


Collected by Commissioners and paid over to Treasurer : 


For main pipe, gates, material, ete., sold, $110.78 
For putting in services, sale of pipe, meters, ete.. 1,049.85 
From sale of bond, due Sept. 1, 1917, 1,000.00 
Transferred from Maintenance Account, 1.423.50 


$3,584.13 
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Orders drawn on the Treasurer, as follows: 


Warren Foundry & Machine Co., main pipe, 
Chadwick Lead Co.. pig lead, 


$793.47 


Ludlow Valve Manufacturing Co., gates and hydrants, 175.49 


Freight on pipe, ete., 

M. O. Rounseville, trenching and filling, 

A. G. Hayes, labor, etc., 

Other labor and sundries, ‘ 
Diaphram pump, 

Bingham & Taylor, gate boxes, 

Teaming, 

Sharpening tools, 


Gilchrist & Gorham, pipes and fittings for services, 
Lining pipe, making joints, ete., 

D. A. Trefethen, composition fittings. 

Domestic Plumbing Co., putting in services, ete., 
Bingham & Taylor, service boxes, 

Hersey Meter Co., meters, 

Lead pipe for special services, 

Freight, express, and sundry expenses, 

Damper and heat regulator at pumping station, 
Fence on front and back of stand-pipe let, 

‘Safe for office, 


Total expenses, Construction Account, 
Less amount received for pipe, material, etc., 


Net cost, Construction Account, 
Cost to Jan. 1, 1889, 


Total cost of works to date, 


Bond paid during the year, 

Bond issued during the year, due Sept. 1, 1917, 
Bonds outstanding at date, 

Amount in Sinking Fund, 


Respectfully submitted. 


EUGENE P. LEBARON, 
JOSEPH KE. BEALS, 
JESSE B. RYDER, 


104.82 
100.63 
519.76 
87.14 
206.67 
52.00 
32.05 
17.80 
5.37 2,095.20 
$299.43 
136.19 
105.80 
378.66 
65.00 
159.20 
47.00 
14.46 1,205.74 
123.19 
60.00 
100.00 
$3,584.13 
1,160.63 
$2,423.50 
81,584.26 
$84,007.76 
$1,000.00 
1,000.00 
74,500.00 


1,572.16 


) Water 


\ Commissioners. 


Treasurers Report, Water Department. 


CONSTRUCTION ACCOUNT. 


Received from Commissioners, $1,160.63 

Received from bond issued, 1,000.00 

Received transfer from Maintenance Account, 1,423.50 
Paid : 

As per order of Commissioners, 


MAINTENANCE ACCOUNT. 


Balance brought forward, $29.29 
Received from Commissioners, 7,292.48 
Received from Interest Account, 25.37 
Received from Fire Department, hydrant service, 1,000.00 
Paid : 
Interest on bonds, $2,980.00 
Sinking Fund, 1,400.00 
Commissioners’ orders, 2,482.66 
Transferred to Construction Account, 1,423.50 
Balance, 60.98 


$3,584.13 


$3,584.13 


$8,347.14 


$8,347.14 


F. A. HARLOW, Treasurer. 


Examined and found correct. 


Amos H. EarTon. 


Cuas: W. Turner. 
EuGEenE P. LeBaron. 


SINKING FUND ACCOUNT. 


Balance at last report, 

Received interest from Middleboro Savings Bank, 

Received interest from New Bedford Safe Deposit & Trust Co., 
Received interest on real estate mortgage, 

Received from District Treasurer, 


Paid bond, 


Balance, 


Invested as follows: 


Real estate mortgage, 6 per cent., $800.00 
New Bedford Safe Deposit & Trust Co., 680.76 
Middleboro Savings Bank, 91.40 


$1,111.56 
1.66 
10.94 
48.00 
1,400.00 


$2,572.16 
1,000.00 


$1,572.16 


$1,572.16 


F. A. HARLOW, Treasurer. 


Examined and found correct. 


EuGene P. LeBaron. 


Amos H. Eaton. 


Cuas. W. TURNER. 


Month. 


Jan 
Feb. 
Mar. 
April 
May 
June 
July 
Aug. 
Sept. 
Oct. 
Nov. 
Dec. 


Totals 
Daily 
av. 


PUMPING RECORD FOR 1889. 


983 45 
2 42 


Gallons 
Pumped. 


2,630,000 
2,440,000 
2,728,000 
2,679,000 
3,348,000 
3,485,000 
3,603,000 
3,337,000 
3,151,000 
2,880,000 
2,879,000 
2,954,000 


36,114,000 


Daily Ay.| Lbs. of 
Gallons. | Coal. 
84,839 | 20,390 
87,143 | 19,540 
88,000 | 19,880 
89,300 | 17,770 
108,000 | 21,410 
116,166 | ‘22,180 
116,226 | 22,920 
107,645 | 22,060 
105,033 | 21,400 
92,903 | 20,340 
95,966 | 19,680 
95,290 | 20,990 

248,560 
98,942 


The rainfall includes melted snow. 
Snow.—February, 83 inches; March, 
Total, 174 inches. 
Number of gallons pumped per pound of coal, 145.26 for total coal used. 
Number of gallons raised 100 feet high per pound of coal, for total coal 
used, 290.52. 
Duty in foot-pounds per hundred pounds of coal, making no deduction 
for starting and banking fires, heating building, or anything else, 24,215,- 


481. 


Water in the well highest January 10th, being 18 feet, 7% inches. 


3 
4 


Daily|Rainf’! 


AV. 


680 


was nearly 174 feet every month in the year. 


Inches 


6.15 
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Thermometer. 
Highest} Lowest.| Mean. 

55° 8° 133 
A7° | 4°—} 24.52 
63°.) AZo) 4 ghee 
73° | 23° | 46.44" 
86° | 32°") Soe 
85° | 438° | 66.41 
86° | 46° | 68.47 
81°-| 44° 66.35 
80° | 35° =| 62.20 
70° | 26° | 48.18 
67° | 18° | 42.74 
6325) TL? i ear 
49.19 


inch; December, 73 inches. 


It 
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WATER ANALYSIS. 
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FIRE DISTRICT WARRANT. 


In the name of the Commonwealth of Massachusetts, I hereby 
notify and warn all the inhabitants of the Middleboro’ Fire District, 
qualified to vote in town affairs, to meet at the Town Hall, in said 
District, on MONDAY, Jan. 20, A. D. 1890, at 6 o’clock P. M., by 
request of Chief Engineer Eugene P. LeBaron, to act on the follow- 
ing articles, to wit: 


Arr. Ist. To choose a Moderator to preside at said meeting. 

Art. 2d. To choose all necessary officers for said District for 
the ensuing year. 

Art. 3d. To see if the District will pay their officers for the 
ensuing year, and act anything thereon. 

Arr. 4th. To see if the District will pay the members of the 
Fire Police and the several fire companies, also the stewards, for 
their services for the ensuing year, and act anything thereon. 

Art. 5th. To see if the District will pay their Collector for his 
services for the past year, and act anything thereon. 

Arr. 6th. To see if the District will authorize their Treasurer to 
hire money for a term or terms of years to refund the temporary 
loans made in 1889, and act anything thereon. 

Art: 7th. ‘To hear the report of all officers, committees, and 
agents of said District, and act anything thereon. 

Art. 8th. To raise such sums of money as the District may see 
cause, by tax or otherwise, and appropriate the same, and act any- 
thing in relation to raising and assessing the same, as it may seem 
expedient. 


ANDREW M. WOOD, 
Clerk Middleboro’ Fire District. 
Jan. 8, 1890. 
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ANNUAL REPORTS 


OF THE OFFICERS OF THE 


MIDDLEBORO FIRE DISTRICT, 


FIFTH ANNUAL REPORT 


WATER COMMISSIONERS, 


FOR THE YEAR 1sg0: 


MIDDLEBORO: 
H. L. THATCHER & CoO., PRINTERS, 
1891. 


GEORGE L. SOULE. 


JESSE B. RYDER, 
JOSEPH E. BEALS, 
EUGENE P. LeEBARON, 


MIDDLEBORO FIRE DISTRICT. 


OFFICERS FOR 1890. 


BOARD OF ENGINEERS. 
' EUGENE P. LEBARON, Crzef. 
LUTHER S. BAILEY, first Asszstant. 
CHARLES W. KINGMAN, Second Assistant. 
AMOS H. EATON, Zhzird Asszstant. 
SAMUEL S. BOURNE, fourth Assistant. 


CLERK. 
ANDREW M. WOOD. 


TREASURER. 
FOSTER A. HARLOW. 


PRUDENTIAL COMMITTEE. 


CHARLES W. TURNER. 


WATER COMMISSIONERS. 


ENGINEER AT PUMPING STATION. 
AS ite AS LRN Devs 


FRANCIS M. SHERMAN. 


Lerm expires Fan., 1891. 
Term expires Fan., 1892. 
Term expires Fan., 1893. 


ANNUAL REPORT 


OF THE : 


Chief Engineer of the Fire Department. 


In compliance with Article 4th, Section 6th, of the By-Laws 
of the Fire District, I herewith make my Annual Report for the 
year ending December 31st, 1890, giving in detail the condition 
of the department and property of the District, together with a 
record of alarms and fires occurring during the past year, giving 
causes and losses on same; also the necessary recommendations 


for the ensuing year. 
FIRE DEPARTMENT. 


The Fire Department consists of a Chief Engineer, four 
Assistant Engineers, one Hook and Ladder Company of twenty- 
five men, one Chemical Engine Company of fifteen men, one 
Hose Company of twenty men, and four Hose Companies of 
eight men each, also a Fire Police force of fifteen men, making 
a total of one hundred and twelve (112) men in the Department. 
I am pleased to note the great improvement in the Department 
that has been made in the past year in regard to the determina- 
tion on the part of the different companies to perfect themselves 


in the use of the apparatus over which they have charge, which 
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has been well demonstrated in the manner that they have 
responded at fires, as well as the record made at the annual drill 
in September last, a record of which no fire department need be 


ashamed. 
BUILDINCS. 


There are five buildings owned by the District and used for 
Department purposes, and are located as follows: House on 
School street, occupied by Hook and Ladder Co. No. 1, Chemi- 
cal Engine Co. No. 1, Hose Co. No. 1, and the Board of 
Engineers; house on Oak street, occupied by Hose Co. No. 
6, also for battery room for the fire alarm; house on Courtland 
street, occupied by Hose Co. No. 2; house on East Main street, 
occupied by Hose Co. No. 3; house on May street, occupied 
by Hose Co. No. 4. All of which houses are in good order, 
except paint, but will not require painting before another year. 
The house at East Main street being so small, it was decided by 
the Prudential Committee to make a small addition to better 
accommodate the company in caring for their hose and appara- 


tus, but which is as yet incomplete. 


e 


APPARATUS. 


The fire apparatus consists of one Hook and Ladder Truck 
with all the necessary equipment of Ladders, Hooks, &c.; one 
No. 4 Babcock Double Tank Chemical Engine; one Hose 
Wagon and four Hose Reels. All of these are in good condition, 


the same having been varnished in the past year. 


HOSE. 


There has been no hose purchased in the past year, which 
makes the amount of hose the same as reported last year, as 
follows: Three thousand, eight hundred feet of cotton rubber- 


lined hose. This is distributed as follows: Hose Co. No. 1, 
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500 feet; Hose Co. No. 2, 600 feet; Hose Co. No. 3, 800 feet ; 
Hose Co. No. 4, 600 feet; Hose Co. No. 6, 1300 feet. Three 
thousand feet of the above is on the wagon and reels, ready to 
run out at an alarm of fire, which leaves only 800 feet of spare 
hose, which cripples the Department after a fire, until the hose 
used can be cleaned and dried, which will take a number of 


days to do. 
HYDRANTS. 


There are now 86 Hydrants in use by the Department, six 
having been added in the past year. All of these have been 
thoroughly examined and oiled, and are in good condition and 


ready for use at any time. 
ELECTRIC FIRE ALARM. 


There has been no addition to the Electric Fire Alarm in the 
past year, and it remains as follows, as reported last year: Eight 
~miles of line, ten signal boxes, one whistling machine, one six- 
. athe , . . . . 
inch Crosby steam chime gong, one gong for pump station, six 
tappers for engineers’ houses, forty cells of battery, and two gal- 
vanometers, all of which are in.good condition and have worked 
finely the past year, requiring only slight repairs, excepting the 
regular repairs of the battery. 


FIRES. 


I wish to congratulate the District on the small fire loss in the 
past year. Although we have had a number of small fires 
which have been extinguished without the help of the Depart- 
ment, still we have had three working fires, two of them small, 
but the fire at T. W. Pierce’s hardware and tin shop bade fair to 
be a serious fire, but by a prompt response of the Department 
(assisted by the Electric Fire Alarm) the fire was soon under con- 


trol, and aseriousconflagration averted. The amount of fire losses 
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have been as follows: House of Wm. Downing, $15.00; store of 
T. W. Pierce, $1,700; stable of Albert Pickens, $100. Total, 
$1,815. . 

March Ist, 3 30 P.M. Still alarm in house owned by C. H. 
Carpenter and R. F. Barrows, on No. Main street. Cause, 
from clothing hanging near stove. Damage slight. 

March 2d, 7 p.m. Still alarm in Viola Club room, Ameri- 
can Building, owned by D. A. Tucker. Cause, lamps falling 
from chandelier to floor and taking fire. Extinguished by mem- 
bers of Viola Club. Damage slight. 

March 15th, 10 20 a.m. Alarm from Box 55. Fire in house 
of William Downing, corner of West street and LeBaron avenue. 
Responded to by Hose Co. Nos. 4, 6 and 2; Hook and Ladder 
Co. No. 1, and Chemical Engine Co. No. 1. Recall at 10 45 
A.M. Cause, from burning chimney setting fire to roof. Loss, 
$15. Insured. 

March 16th,3 p.M. Still alarm in house owned by the heirs 
of J. G. Sparrow and occupied by two families. Cause, com- 
bustibles placed on cooking range. Damage slight. Insured. 

April 22d, 10 30 a.m. Alarm from Box 57. Fire in woods 
and brush near Clark & Cole’s box factory and lumber yard. 
No loss. Responded to by Hose Co. Nos. 2, 4 and6; Hook and 
Ladder Co. No. 1; Chemical Engine Co. No.1. Recall at 
IO 50 A. M. 

June roth,4 15 a.m. Alarm from Box 34. Fire in hard- 
ware and tin shop owned and occupied by T. W. Pierce, corner 
School and Centre streets. Responded to by entire department. 
Recall at 5 30 A.m. Cause unknown. Value of building, 
$4,000; stock, $6,000. Loss on building, $500; on stock, 
$1,200. Insured. 

June 25th, 2 43 p.m. Alarm from Box 44. Fire in small 
stable owned and occupied by Albert Pickens, So. Main street. 
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Responded to by Hose Co.’s Nos. 1, 2, 4 and6; Hook and Lad- 
der No. 1, and Chemical Engine Co. No. 1. Recall at 3 30 Pp. 
mM. Cause unknown. Value of building and contents, $100; 
loss on same, $100. Insured. 

July 4th, 2 25 a. mM. Alarm from Box 64. False alarm. 
Responded to by entire department, 

October 8th, 7 03 p.m. Alarm from Box 44. Fire in Bay 
State Straw Works, owned by Albert Alden and occupied by A. 
B. Alden & Co., straw goods manufacturers. Value of building 
and machinery, $100,000; value of stock, $75,000. Loss slight. 
Insured. Cause, fire in felt trimmings, caught from hot dies. 
Responded to by Hose Co.’s Nos. 1, 2, 4 and 6; Hook and Lad- 
der Co. No. 1 and Chemical Engine Co. No. 1. Recall at 
EIA UP, M. 

December. Date not given. Still alarm in Middleboro Gas 
& Electric Light Co.’s works on Centre street. Damage small. 
Extinguished by superintendent of works. Cause, caught from 
escaping gas. 

RECOMMENDATIONS. 

I would recommend that at least 500 feet of hose be pur- 
chased as soon as expedient, as the Department is short of hose 
for a change after a fire, which is liable to cause much delay in 
getting the apparatus to work, should two fires occur near 
together, and before the wet hose could be cleaned and dried 
and placed upon the reels. 

I would also recommend an addition to the Fire Alarm system 
by putting in at least two or more signal boxes, with connections 
for same, as a part of the District is not sufficiently covered by 
the Fire Alarm system, and is liable to cause delays in getting in 
an alarm. And that the sum of $2,800 be appropriated for cur- 


rent and incidental expenses and interest for the ensuing year. 
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In conclusion, I would extend my thanks to my associate 
engineers for their co-operation and for the assistance rendered 
by them in performing the duties of the Department, and to the 
officers and members of the different companies for the good 
service performed and the interest maintained in keeping up the 
standard of the Department. I also extend my thanks to the Fire 
Police for the good service rendered, and to the Prudential Com- 
mittee for their attention to the duties devolving upon them, in 


caring for the property of the Fire District. 
Respectfully submitted, 
EUGENE P. LEBARON, 
Chief of Department. 


ROSTER OF FIRE DEPARTMENT. 


HOOK AND LADDER COMPANY NO. 1. 


STATION, ScHoor ST., BETWEEN CENTRE AND PEIRCE Sts. 


Badge. 


21 
22 
23 
_ 24 
25 
26 
27 
28 
29 
30 


Name. 


F. A. Churbuck 
A. F. Whitcomb 
foil Gay 

E. L.. LeBaron 
Geo. F. Day 

C. E. Morrill 
George W. Perkins 
Henry Downing 
Willis Churbuck 
SEE. 7 ISCyCS 
E. F. LeBaron 
faati. ISCVeS 

E. Frank Peirce 
Walter Coombs 
Clifford S. Lovell 
C. E. Harlow 

F. W. Hastay 

C. W. Maxim 

L. G. Whitcomb 
L. B. Mendall 
Geo. Burnham 
Fred F. Churbuck 
John Glass 

E. L. Folger 


24 


Oo 


wb wo HW ND bd 
Rn = WN 


No Cre 


Rank. 
Foreman 
Ist Asst. do 
2d Asst. do 
Clerk 
Ladderman 

a3 
Axeman 
Ladderman 


Residence. 
Jackson st 
No. Main st 
Oak st 
Courtland st 
Clifford st 
Oak st 
Water st 
West st 
Wareham st 
Centre st 
Southwick st 
West st 
Clifford st. 
Southwick st 
Centre st 
Southwick st 
No. Main st 
Oak st 
Main st 
School st 

oe 
Jackson st 
West st 
Oak st 


Occupation. 
Shoemaker 
Teamster 
Laborer 
Clerk 
Finisher 
Moulder 
Machinist 
Teamster 

Shoemaker 
Moulder 


6 


“ 


Carpenter 
Shoemaker 
Moulder 
Shoemaker 
Carpenter 
Shoemaker 
Carpenter 
Laborer 
Shoemaker 
Melter 
Teamster 


IO 
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CHEMICAL ENGINE COMPANY NO 1. 


STATION, SCHOOL ST., BETWEEN CENTRE AND PEIRCE STs. 


Badge. Name. 

49 Ira Tinkham 

47 E. F. Doherty 
48 C. F. Harrington 
620 Joh. Cusning 
bo B. F. Jones 
Srittepaemio 

53 James Curley 
54 J. M. Luippold 
55 Thos. Curley 
59 Henry Soule 

60 N. D. Churchill 
57 Geo. B. Thomas 
58 Geo. E. Bailey 
46 Geo. L. Thomas 


Age. 


ao 
35 
31 


Rank, 
Foreman 
1st Asst. do 
2d Asst. do 
Clerk 
Engineman 
Bucketman 
Hoseman 


“6 


Bucketman 
a4 

Engineman 

Bucketman 


66 


ce 


Residence. 
Barrows st 
School st 
Peirce st 
Centre st 
School st 
Oak st 
Water st 
Barrows st 
Water st 
Oak st. 
School st 
Court End av 
School st 
Court End av 


HOSE COMPANY NO. 1. 


Occupation, 
Merchant 
Printer 
Clerk 
Merchant 

‘74 
Clerk 
Shoemaker 


“é 


STATION, SCHOOL ST., BETWEEN CENTRE AND PEIRCE STS. 


Badge. Name. 

97 Matthew Cushing 
99 Fred M. Jenney 
1o1 M. W. Peasley 
103 P. M. Ramsay 

98 C. W. Barden 

102 S. L. Holmes 

1oo W. M. Chipman 
104 P. R. Harlow 


Age. 
30 


Rank. 
Foreman 
1st Asst. do 
2d Asst. do 
Clerk 
Hydrantman 
Hoseman 


ee 


“cb 


HOSE COMPANY NO. 2. 


STATION, COURTLAND ST., NEAR MAIN. 


Badge. Name. 

61 Nelson Shaw 

62 Charles Endress 
65 Thos. Moody 

64 Frank Woodward 
66 E. J. Keith 

67 R. L. Edwards 

68 E. L. Bates 

63 Chessman Coombs 


> 
0 
© 


ie) 


DS bb abs GS 
N sg l[ooweS) 


Ny 
al 


Rank. 
Foreman 
ist Asst. do 
2d Asst. do 
Clerk 
Hoseman 


ce 
«6 


“ 


Residence. Occupation. 
Water st Merchant 
School st Teamster 
Rock st Hostler 
Centre st Barber 
Water st Upholsterer 

it Confectioner 
Barrows st Shoemaker 
Main st 

Residence. Occupation. 
Courtland st Teamster 
Oak st Painter 

ES Straw Worker 
Southwick st Clerk 
High st Carpenter 
Centre st Clerk 
Courtland st Carpenter 
So. Main st. Shoemaker 
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HOSE COMPANY NO. 3. 


II 


STATION, EAst MAIN ST., NEAR STAR MILLs. 


Badge _ Name. 

69 J. F. Perry 

70 S. J. Sparrow 

73 H. Batchelder 

76 Thos. Bray 

71 S. B. Holmes 

75 A. W. Walker 

74 W. A. Cummings 


72 J. Morris 
STATION, 
Badge. Name. 


105 D. D. Sullivan 
tog Thos. Boucher 
110 J. J.O’Hara 

108 M. F. Cronan 
rrr E. E. McCarthy 
106 John Sullivan 
107 Thos. West 

112 John Morrissey 


Age. 


Rank. 

29 Foreman 
35 1st Asst. do 
25 2d Asst. do 
29 Clerk 


Residence. 
Star ave 


Occupation, 


Clerk 


East Main st Carpenter 


Montello st 
Main st 


36 Hoseman 
27 Hydrantman 
35 Asst. Hydrant. Water st 
24 Hoseman Montello st 


HOSE COMPANY NO. 4. 


Shoemaker 
Overseer 


East Main st Machinist 


Plumber 
Moulder 
Laborer 


CoRNER OF MAY AND VINE STs. 


Age. Rank. Residence. 
26 Foreman Centre st 
29 1st Asst. do y 
30 2d Asst.do -—~Vine st 
22 Clerk es 


21 Hydrantman ‘Centre st 
21 Hoseman ¥ 

30 * Vine st 
25 sg Centre st 


HOSE COMPANY NO. 6. 


Occupation. 
Merchant 
Moulder 

Shoemaker 
Brakeman 
Shoemaker 

6e 
Teamster 
Finisher 


STATION, OAK ST., BETWEEN HIGH AND CENTRE STS. 


Badge. Name 
78 A. F. Sherman 


79 A. J. Bailey 

go H. E. Braley 

2 Jesse L. LeBaron 
Earle Besse 
Rufus J. Brett 
Marcus Merrick 
93 Chas. F. Gay, Jr 
95 Benj. Folger 

80 J. E. Lamb 

g2 J. F. McLane 

86 Harry Roberts 

88 W. I. Folger 

87 A. L. Champlin 
89 Robert M. Shores 
83 John McNeil 

gt Frank Chandler 
81 Robert McDonald 
96 Alton Bennet 

49 Lewis Drew 


Age. _ Rank. Residence. 
29 Foreman School st 
40 1st Asst.do Everett st 
27 2d Asst. do North st 
22 Clerk Oak st 
28 Hydrantman Barrows st 
34 h Forest st 
25 Hoseman Centre st 
2 Oak st 
48 “é “ 

30 * Lovell st 

32 No. Main st 
38 ce “é 

22 sf Oak st 

23 . Centre st 

21 : Forest st 

30 fs No. Main st 
26 . Forest st 

28 és No. Main st 
29 4 Arch st 

28 a Oak st 


Occupation. 
Shoe Cutter 
Painter 
Farmer 
Moulder 
Shoemaker 
Brass Brusher 
Freight Clerk 
Painter 
Teamster 
Carpenter 

‘< 
Mason 
Clerk 
Teamster 
Shoemaker 
Carpenter 
Shoemaker 
Carpenter 
Shoemaker 


“ 


Name. 


James H. Weston 
Samuel S. Lovell 
Alvin P. Vaughan 
i T.sLincoln 
Edward Bryant 
Henry W. Sears 
Leander M. Alden 
Levi P. Brown 

W. O. Penniman 
(or13:) barden 
Charles W. Drake 
Francis M. Sherman 
James Russell 
Charles E. Bump 
Samuel Shaw 
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FIRE POLICE. 


Rank. 
Captain 
ist Sergeant 


2d Sergeant 
Clerk 


Residence. 


Centre st 
School st 
Water st 
No. Main st 
So. Main st 
Oak st 
Pearl st 
School st 
Myrtle st 
Main st 
High st 

FE. Main st 
School st 
Centre st 


Oceupation. 
Carpenter 
Teamster 
Carpenter 
Blacksmith 
Stitcher 
Lumber D’ler 
Gunsmith 
Merchant 
Shoemaker 
Barber 
Druggist 
Overseer 

oe 

Shoe Cutter 
Supe’ntend’t 


REPORT OF PRUDENTIAL COMMITTEE. 


Appropriation for the current expenses of the Fire Depart- 
ment for the year, $2,500. 
Bills for the following amounts have been approved by this 


Committee and paid by the Treasurer : — 


Gas, - - - - - - - - - $ 41 I0 
Fuel, - - - - - - : - - 22 00 
Printing, - - - - - - - - - 61 30 
Repairs and supplies, - - - : - - 164 46 
Collecting tax, - - - - - - - 34 71 
Registration, - - - - - - - - IO OO 
Siamese deluge pipes and nozzles, - - - 271 18-08 
Pay of fire police, - - - - - - - 38 50 
Bee Ollcers ,! i + - - - - = - - 15000 

pe ChemicalEngine'Co.; . - - - - - ‘ra 8s 

‘¢ Enterprise Hook and Ladder Co.,_ - - =) 1200 .2am 
Beeetiose:Company No.1, ° - - - : = -TEISSO 

A NG o2, | - - - - 12400 

« 4 Now3, - - - + | 0130 60 

oe sf Nota) as - - - - ' 121 25 

ee oF No. 6, - - - - 2. {uiSZO1OG 
Incidental expenses and interest, - - - nh 8 DO:OF 
$2,561 46 


GHOS LA SOI, 
F. M. SHERMAN, 
CHAS.2W+TURNER, 


4 


Collector's Report for 1890. 


C. T. THaTcHER, COLLECTOR, 


To Mipp.LEeBsoro Fire District, DR. 


Jan. 1, 1890. 


For cash on hand, balance from last year, - -~ S$  308169 
Taxes uncollected for 1886, - - - - - i226 
‘6 6 Sr Sine Zhmdeortet), Med ee ae 26 91 
6 66 Ss tts ME CN See 26 51 
6 be bel SSQuiihe - : . : 418 54 
committed. ** 1500snlen - - - - 3,579 90 
Interest collected, - - - : - - - 21 90 
$4,467 03 
Cr. 
By cash paid F. A. Harlow, Treasurer, at 

different times, - - - - $3,461 co 

‘Laxes remitted, | - - - - - 12 80 

Juenncollecteditonsoo7.y = - - 13, 26 

re te Se LOOS sal - - 14 25 

ee a ata hotel eR 1 - - III 55 

«6 6 PST OOG, its <4. 397 34 


Cash on hand, z ‘ e 


Assessors’ Report. 


VALUATION OF FirE District, 1889 and 
1889. 1890. 
Personal property, $ 343,430 $ 380,470 
Real estate, 1,627,870 1,856,895 


Totals, $1,971,300 $2,237,305 
Tax assessed in 1890, - - - A ; 
Tax voted by the District, . - - - 


Overlay, - ik i 2 E 


Rate of taxation, 1890, $1.60 on $1,000. 


456 83 $4,467 03 


1890. 
Increase. 
$ 37,040 
229,025 
$266,065 
$31579 90 


- 3,500 00 


- $ 7990 


Treasurer's Report, Fire 
FOR {(890, 


Balance brought forward, - - - 

Recd. from Town Collector, - . - 

Se Temporary Loans, - - 
PaIp. 

Temporary Loans and Interest, — - - 

Per orders Prudential Committee, - - 


Water Department, hydrant service, - 


The District now owes : — 


One note, payable Dec. 14, 1891, - 


ee si Dec. 14, 1892, - 
3 es Nov. 1, 1893, - 
Ee A Nov. 1,°1894, - 
ce hy Nov. 1, 1895, - 
ee “ Nov. 1, 1896, - 


Other indebtedness, - ‘ a A 


Department. 


$ 377 30 
3,461 00 


$2,998 48 
2,561 46 
500 00 $6,059 94 
$ 95 36 


2000 $6,158 30 


$500 00 
500 00 
500 00 
500 00 
500 oo 
500 00 
360 00 


F. A. HARLOW, Zreasurer. 


Examined, found correct, and properly avouched. 


AMOS H. EATON, 
Cho. W.. DLUIRINE RS 


FIFTH ANNUAL REPORT 


Sa LONE Ps Bg } 


WATER COMMISSIONERS. 


The Board of Water Commissioners herewith respectfully 
submit the Fifth Annual Report of the Water Department of the 
Middleborough Fire District, with statement of the finances for 
the year, and also the condition of the Sinking Fund. 

Mr. Eugene P. LeBaron, at the annual meeting in January, 
1890, was chosen Commissioner to succeed himself, his term 
then expiring, and the Board organized for the year with E. P. 
LeBaron as chairman, and Joseph E. Beals as clerk and super- 
intendent. As Trustees of the Sinking Fund, the organization 
has remained the same. 

One bond for $1,000, due September 1st, 1890, has been paid 
from cash in the Sinking Fund, and the sum_ of $1,100 has been 
added to the fund during the year, besides the amount of $77.24 
derived from interest on investments. At this date there is in 
the Sinking Fund $1,749.40, which is more than enough to pay 
the bond for $1,500, due September 1, 18g1. 

The net cost of extensions of mains and services during the 
year amounts to $3,595.84. This has been met by issuing a new 


bond for $1,500, at 4 per cent., payable September 1, 1918, and 
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the balance, amounting to $2,095.84, has been paid from our 
current receipts of income and maintenance account. This new 
bond was taken by the New Bedford Five Cents Savings Bank, 
which Bank holds all our other bonds. 


An examination of our financial statement will show that our 
works have cost to date $87,603.60. Bonds outstanding, 
$75,000. Deducting the amount in Sinking Fund, our net indebt- 
edness will stand at $73,250.60, showing a payment of $14,353 


on the cost of the works since they were put in operation. 


MAIN PIPE EXTENSIONS. 


The extensions of main pipes have been made under the direc- 
tion of the Commissioners, much of the work having been done 
under the care of Mr. A. G. Hayes. All the joints have been 
made by Mr. Hayes, and the work has been faithfully and well 
done. Cornelius Dorrigan has had charge of the trench work- 
men for most of the time. Pipe has been laid during the year as 


follows :— 


Benton street, 100 feet of 6-inch, and 106 feet of 4-inch; East 
Main street, 614 feet of 6-inch, and 986 feet of 4-inch, to a point 
near the residence of H. A. Ford; Everett street, 562 feet of 
6-inch, northerly from Arch street, and 438 feet of 6-inch, north- 
erly from Clara street; Cambridge street, 1,006 feet of 6-inch, 
from Centre street to a point near the shoe manufactory of Hath- 
away, Soule & Harrington; Lane street, 218 feet of 4-inch, from 
Centre street to a point near the house of Thomas W. Clark ; 
Lovell street, 130 feet of 6-inch, northerly from former terminus 
to a point in front of the house of George N. Blair; hydrant 
branches, 39 feet of 6-inch; blow-off, 11 feet of 4-inch. Total, 
2,889 feet of 6-inch, and 1,321 feet of 4-inch, or 4,210 feet in all. 
About 65 feet of 4-inch pipe has been laid for fire protection into 
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the Hathaway, Soule & Harrington building, with a gate outside, 


the expense of which was paid by the owners of the property 


protected. 
Total length of all sizes, in feet, to date, as follows :— 
I2-in. 10-in. 8-in. 6-in. 4-in. Total. 
Before 1890, 592.5 8,014.5 3,739-5 36,872.5 6,092.0 55,311.0 
In 1890, 2,889.0 1,321.0 4,210.0 


592-5 8014-5 35739-5 39:701-5 7413-0 59,521.0 
Fifty-nine thousand, five hundred and twenty-one feet equal 
about 11% miles. 
Hydrants set during the year, 6; whole number, 86. 
Gates set during the year, 7; whole number, 102. 
A 4-inch blow-off has been placed near the river crossing in 
East Main street. 
SERVICE PIPES AND METERS. 
The Domestic Plumbing Company, J. S. Cuzner, agent, has 
had the contract for putting in service pipes. Number put in, 
52. Number of feet, 2,808.5. Our stock of pipe and material 


is about the same as at last annual report. 


Number of services put in to date —- - - - - 519 
Number of services now taking water - - - - 510 
Feet of service pipe put in to date’ - - - - 30,540 
Feet of service pipe within street lines - - - 12,742.5 
Motors in use - - - - - - - - - 2 
Meters in use - - - - - - - - - 125 


Of these there are 85 Crown, 37 Hersey, 1 Empire, 1 Equita- 
ble, one Gem. Sizes, 105 %-inch; 14 34-inch; 3 1-inch; 1 
14-inch; 1 2-inch. 

PUMPING STATION AND LOT. 

The pumping machinery has been kept in good condition 

under the charge of Mr. A. R. Gurney. . The boilers have been 
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regularly inspected once in three months, under the direction of 
the Hartford Steam Boiler Inspection and Insurance Company, 


which company carries an insurance upon them. 

No samples of water have been sent for analysis during the 
year. 

One hundred and thirty dollars have been expended from 


income for filling on the lot. 


A supply of coal contracted for has not all been delivered. 
For this reason our stock is smaller than usual at time of making 


this report. 


A pressure-guage has been put in the house of the engineer, 
so that he can keep posted as to the water in stand-pipe, whether 


at home or at the pumping-station. 


GENERAL REMARKS. 


The suit pending at our last annual report for damage caused 
by overflow of the stand-pipe has been settled by agreement 
between the parties. The payments are noted in our financial 


statement, 


No leaks have been discovered in the main pipes, and but two 


in the service pipes. 


The hydrants have all been thoroughly tested and put in good 


order, and painted where needed. 


A few small bills remain unpaid, which we were unable to 
get in early enough to settle previous to closing this report, but 


the cash on hand will more than pay all bills due. 


And now, at the close of five years since our works were put 
in operation, looking back over the work of these years, we 
think the people of the District have reason to congratulate 


themselves on the results of their enterprise. 
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The following is the financial statement for the year : — 
INCOME AND MAINTENANCE ACCOUNT. 


Collected by Commissioners and paid over to Treasurer : — 


For water by schedule and meter rates, 2) et iw La SRG a sia 
For material sold from maintenance supplies, - - -~ - 20 69 
For interest on bank balances, : - - - - atari 19 40 
For notices to delinquents, - - - - - - - - 1 00 
For grass on pumping-station lot, Si ee ela t: Re 5 00 
From town, watering troughs, sprinkling streets, town 
buildings, &c., at RS Tet Ca SS MSs te ee ee 
From fire department, hydrant service and district US OS en De 500 00 
Total receipts, - - toinee - - - - -. $8,820 76 
Balance in Treasurer’s hands January 1, 1890, - - - - 60 98 
$8,881 74 
Orders drawn on the Treasurer as follows : — 
A. R. Gurney, engineer at pumping-station, - - - $720 00 
Washburn & Parker, coal, ME Ta Pe a ire fran ete a 
Packing, fittings, repairs, etc., one oS - + A 
Stationery, express; etc." : - - - . - 225 
Wyilss Ete, Lees - - - - - - - - - IO 17 
Walworth Mfg. Co., dies and fittings,  - a os oO ae 
Crosby Steam Gauge Co., pressure gauges, - : 21 45 
ube’ cleaner, (= 4!) = Maye Os ai g 00 
Filling on pumping-station lot, : -« - - = ..F20 06 
Stakes for trees on pumping-station lot, “i fice - 200 $1,406 27 
Telephone rent, one year, - - - - - - 85 00 
Office rent, one year, - . - - - - - 25 00 
Annual reports, printing and advertising, —- - oS aang 
Sundry repairs to services and meters, - - - 34 86 
Sundry repairs to gates, hydrants, etc., - - - 36 26 
S. S. Lovell, repairs to street damages,-  - -~ - I2 90 
J. E. Beals, services as clerk and superintendent, - 400 00 
Commissioners for 1890, as voted by District, = - 15000 $774 22 
Expenses, costs, etc., in suit for overflow of stand-pipe, 278 04 
E. Robinson, legal ey - . . - - - 46 40 $324 44 
Interest on bonds at. 4 per cent., .- 0-9  *) > pel =n ee eg okones 
Total expense for the year, including interest, - - - - $5,484 93 
Balance of income account after paying expenses, “ol way Sy aCe 
Transferred to construction account, - - - - $2,095 84 
Paid into Sinking Fund, - ee ee - 1,10000 $3,195 84 


Cash balance in hands of Treasurer, - . - - $200 97 
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CONSTRUCTION ACCOUNT. 


Collected by Commissioners and paid over to Treasurer. 


For main pipe, gate, material, etc., sold, - - - - - $ 4164 
For putting in services, sale of pipe, meters,etc., - - - 1,069 23 
From sale of bonds, due September 1, 1918, ills tll pata SEALE id ta es 
Transferred from Income and Maintenance Account, “ - 2,095 84 
$4,700 71 
Orders drawn on the Treasurer as follows :— 
Warren Foundry and Machine Co,_ - - - - $1,511 03 
Ludlow Valve Mfg. Co., gates and hydrants, -~ - 261 98 
Chadwick Lead Co., pig lead for joints, - -_ - 139 81 
Bingham & Taylor, gate boxes, - - - - - 26 80 
Builders’ Iron Foundry, “globe specials,” - -~— - 13, 00 
Old Colony railroad, freight on pipes, etc., mich 76 79 
Carting pipes, tools, etc., - - - - - - 44 69 
Laborers’ pay roll, -—- - - 1,163 06 
ie Ws Pierce and A, G. Paved eat a eroat es, 142 72 
Sharpening tools and sundry items of labor and expense, 26 92 
Total expenditures on Main pipe account, . - - $3,406 80 
Sumner & Goodwin, pipes and fittings for services, - $286 16 
D. A. Trefethen, composition fittings, - - - - 146 64 
Pimene pipe, Making lead joints, etc., -. .-  - ~ -\ 14907 
Domestic Plumbing Co., putting in services, SED AS STS 
bingham & Taylor, service boxes, Peete, BS Ai 70 00 
Hersey Meter Co., meters, - - - - - - 249 63 
National Meter Co., meter, - - - - - - 49 50 
Old Colony railroad, freight, - - - - hobiees: 14 41 
Express and other small expenses, - - . I 30 
Total expenditures on service pipe account, - -  - $1,299 91 
Total expenses, Construction Account, - - - - $4,706.71 
Less amount received for pipe, materials, etc.,  - . - - 1,110 87 
Net cost, Construction Account, - - - Le Fa) Bavegn 184 
Pewee jatar y 1y11890,) <A eet IP ae AEN LIBR GOOG 
Total cost of works to January 1, 1891, EE AIO $87,603 60 
Bond paid during the year, - - - - - : - - 1,000 00 
Bond issued during the year, due September 1, 1918, - - - 1,500 00 
Bonds outstanding January 1, 1891, - - - - - - 75,000 00 
Amount in Sinking Fund, - - - - - - - 15749 40 


Respectfully submitted, 
EUGENE P. LEBARON, 
TOo tee rie DIALS, 
JESSE.B,. RYDER, 


Water 
Comm«tsstoners. 


Treasurer's Report, Water Department, 


FOR 1{890. 


CONSTRUCTION, ACCOUNT: 


Received from Commissioners - - $1,110 87 

Received from bond issued” - - ey eT, 500 00 

Received transfer from Maintenance acct. 2,095 84 $4,706 71 
Paid : — 

Commissioners’ orders” - - : - ~ - $4,706 71 

MAINTENANCE ACCOUNT. 

Balance from 1889 - - - - § 6098 

Received from Commissioners - - 8,301 36 

Received from Interest Account - - 19 40 

Received from Fire Dept. hydrant service 500 00 $8,881 74 
Paid : — | 

Interest on bonds - - - : - $2,980 00 

Sinking Fund - - - - =e 1 LOO 

Commissioners’ orders - - - - 2,504 93 

Transfer to Construction Account - - 2,095 84 $8,680 77 

Balance - - - - - - - - $200 97 


January 1, 1891. 


Examined, found correct and properly avouched for. 


F. A. HARLOW, 7Zvreasurer. 


AMOS H. EATON, 
EUGENE P. LEBARON, 
CHAS. W. TURNER. 


Sinking Fund Account, 


FOR (890, 
Balance brought forward - - - $1,572 16 
Recd. interest Middleboro Savings Bank 3, 66 
Interest New Bedford Safe Deposit & Trust Co. 25 58 
Interest on Real Estate Mortgage - - 48 00 
Received from District Treasurer - - 1,10000 $2,749 40 
Paid bond - - - - - - - - $1,000 00 
Balance - - - - - - - $1,749 40 
Invested as follows :— 
Real Estate Mortgage at 6 per cent. - - $800 co 
New Bedford Safe Deposit & Trust Co. - 806 34 
Middleboro Savings Bank - - - 14306 $1,749 40 


F. A. HARLOW, Zreasurer. 


January 1, 1891. 


Examined, found correct and properly avouched for. 


AMOS H. EATON, 
EUGENE P. LEBARON, 
CHAS Wea LURNER. 
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Fire District Warrant. 


In the name of the Commonwealth of Massachusetts, I hereby 
notify and warn all the inhabitants of the Middleboro’ Fire 
District, qualified to vote in town affairs, to meet at the Town 
Hall, in said district, on MONDAY, Jan. 19, A. D. 1891, at 
6 o’clock p. M., by request of Chief Engineer Eugene P. 


LeBaron, to act on the following articles, to wit: 


ArT. 1st. To choose a Moderator to preside at said meeting. 


Art. 2d. To choose all necessary officers for said district for 
the ensuing year, and to choose a Water Commissioner for three 
years. 


ArT. 3d. To see if the District will pay their officers for 
for ensuing year, and act anything thereon. 


Art. 4th. To see if the District will pay the members of the 
Fire Police and the several fire companies, also the stewards, for 
their services for the ensuing year, and act anything thereon. 


Art. 6th. To see if the District will authorize the Board of 
Engineers to contract with some person to have charge of the 
Electric Fire Alarm, also to see if the District will pay for the 
care of same, for the past and ensuing years, and act anything 
thereon. 


ArT. 7th. To see if the District will increase their Electric 
Fire Alarm system by the addition of two or more signal boxes 
with proper connection for same, and act anything thereon. 


Art. 8th. To see if the District will purchase 500 feet or 
more of hose for the use of the Fire Department, and act any- 
thing thereon. 
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Art. oth. To see if the District will sell or dispose of their 
Chemical Engine, and act anything thereon. (By request.) 


Art. roth. To hear the report of all officers, committees or 
agents of the District, and act anything thereon. 


Art. 11th. To see if the District will alter the limits of the 
District by annexing the following described territory, viz.: 
Beginning at Acorn street in the point where the present line of 
the Fire District crosses the said street, and at the south-east 
corner of the tract herein described, thence southerly in the line 
of Acorn street to Grove street; thence westerly in the line of 
Grove street to a point nearly opposite the barn on the place 
known as the ‘‘Hartley Wood place,” and in the line between 
the land of Edmund Thompson and Edward S. Hathaway ; 
thence inthe said Thompson and Hathaway’s line south about 24 
degrees west, fifty-seven and one-half rods to the line of the land 
of Jacob Thomas; thence westerly in the line of said Thomas 
and Hathaway’s land about 124 rods to the Nemasket river ; 
thence by said river north-easterly to the present line of the south- 
erly side of said Fire District; thence in the line of said District 
to Acorn street to the point first mentioned, and act anything 
thereon. (By request.) 


Art. 12th. To raise such sums of money as the District may 
see cause, by tax or otherwise, and appropriate the same, and 
act anything in relation to raising and assessing the same, as it 
may seem expedient. 


ANDREW M. WOOD, 
Clerk, Middleboro Fire District. 


Middleboro, Mass., Jan. 5, 1891. 
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q \ comphance with Article 4, Section 6, of the By-Laws 
A) of the Fire District, | herewith make my Annual Report 

for the year ending December 31, 1891, givilig in detail 
the condition of the Departinent and property of the District. 
together with a record of alarms and fires occurring dividhle 
the past year, giving causes and losses on same: “also. the 
necessary recommendations for the ensuing year. 


FIRE DEPARTMENT. 


The Fire Department consists of a Chief Engineer, four 
Assistant Engineers, one Hook and Ladder § ompany of 
twenty-five men, one Chemical Engine Company of fifteen 
men, one Hose COMIN of twenty. men, four Hose Compa- 
nies of eight men, and a Fire Police force of fifteen men, 
making a total of 112 men in the Department. 1 am pleased 
to note the interest that has been manifested in the different 
companies to keep up the high standard of the Departinent, 
being always ready and willing to respond to all alarms of 
fire, as well as to perform any duty assigned thein by the 
Engineers. 
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BUILDINGS. 


There are five buildings owned by the District and used 
for Department purposes, and are located as follows: House 
on School street, occupied by Hook and Ladder Company 
No. 1, Chemical Engine Company No. 1, Hose Company 
No. 1, and the Board of Engineers; house on Oak street, 
occupied by Hose Company No. 6, also for battery room for 
the fire alarm; house on Courtland street, occupied by Hose 
Company No. 2; house on East Main street, occupied by 
Hose Company No. 3; house on May street, occupied by 
Hose Company No. 4. The above houses are in fair order 
for the time being, with the exception of paint and some 
internal repairs on School street and Oak street houses. 
The painting might be postponed until another year, but the 
internal repairs on School and Oak street houses should be 
inade as early as possible the coming year, as there is nothing 
gained by delaying the matter. 


APPARATUS. 


Vhe fire apparatus consists of one Hook and Ladder 
Truck with all the necessary equipment of Ladders, Hooks, 
etc.; one No. 4 Babcock Double Tank Chemical Engine; one 
Hose Wagon and four Hose Reels. All of these are in good 
condition and running order. 

HOSE. 

There have been 500 feet of cotton rubber-lined hose 
purchased in the past year, which now makes our supply 
4300 feet of cotton rubber-lined hose. <A greater part is in 
good order, but there are 300 feet that are getting poor, 
owing to age and use, but will answer to use a few years 
longer with light pressure. The hose is distributed as 
follows: Hose Company No. 1, 600 feet: Hose Company 
No. 2, 650 feet; Hose Company No. 3, 800 feet; Hose 
Company No. 4, 700 feet; Hose Company No. 6, 1550 feet. 


HYDRANTS. 


There have been three Hydrants added in the past year, 
which now make our number 89, all of which are in good 
order and ready for use at any time. | 


/ 


ELECTRIC FIRE ALARM. 
r ~ 


There have been two new fire alarm boxes added in the 
past year, Nos. 43 and 45,—No. 45 located at the corner of 
Main and Rock streets, and No. 45 at the corner of Main 
and Grove streets, now making in all twelve fire alarm 
boxes. The service now consists of twelve fire alarm boxes, 
eight miles of line, one whistling machine, one 6-inch Crosby 
steam chime gong, one 8-inch gong for pumping station and 
six tappers for Engineers’ houses, forty cells of battery, and 
two galvanometers, all of which are in good condition, being 
under the care of Mr. George F. Day. 


FIRES. 


We have been wonderfully favored in the past year in 
the small fire loss, which has been only about #60 in the 
year, which speaks well for our Firemen in responding so 
promptly and extinguishing the fires before they had gained 
much headway. There have been a number of still alarms, 
many of which have not been reported, but they were small 
and without loss. There have been six bell alarms as follows: 

January 2, 6.48 A.M. Alarm from Box 58. Fire in 
house owned by Sacred Heart Society and occupied by 
tenant as a boarding-house. Cause, sparks from lighted 
match. Loss, #25. Insured. Responded to by Hook and 
Ladder No. 1, Chemical No. 1, Hose Nos. 1, 2, 4 and 6. 
Recall at 6.55 A. M. 

February 15. Still alarm in house owned and occupied 
by heirs of the iate Sumner Washburn, corner of School 
and Pierce streets. Loss, slight. Cause, oil stove.  Extin- 
euished by owners. 

February 27,6.50 p. Mm. Alarm from Box 25. Chimney 
on fire in house owned and occupied by A. W. Bryant, 
Myrtle street. No loss. Responded to by Hook and Ladder 
No. 1, Chemical No. 1, Hose Nos. 1, 2,3 and 6. Reeall at 
(Qi See 

March 20, 6158 A.M. Alarm from Box 538. Fire in 
house owned and occupied by Sanford Weston, Centre street. 
Cause, lighted match falling into a wood box. No damage. 
Responded to fy Hook and Ladder No. 1, Chemical No. Py, 
Hose Nos. 1, 2, 4and 6. Recall at 6.58 a. M. 


a} 


April 22, 3.36 p.m. Alarm from Box 55. Fire on the 
root of foundry ownéd and occupied by LeBaron Foundry 
Company. Cause, sparks from cupola. Loss, 415. Insured. 
Responded to by Hook and Ladder No. 1, Chemical No. 1, 
Hose Nos. 2,4 and 6. Recall at 3.40 Pp. M. 

June 4, 3.30 A. mM. Still alarm at office of Washburn & 
Parker. Extinguished by engineer on Old Colony Railroad 
night freight. Loss, small. C ause, incendiary. 


June 20, 4.15 A.M. Alarm from Box 58. False alarm. 


October 10,4 p.m. Alarm from Box 84. Department 


test. 


December 21. 8.45 p. vm. Still alarm in show window of 


restaurant owned by P. H. Pierce’s heirs, Main street, and 
occupied by Gideon Thomas. Cause, small lamp setting fire 
to material in window.’ Mish $10. Insured. Responded to 
hy Hook and Ladder No. 1, Chemical No. 1, Hose No. 1. 


TEST OF DEPARTMENT AND WATER WORKS, 


At the meeting of the Engineers, October 4, it was 
See nee advisable to make a test of the Department and 
Water Works on October 10 at 4 Pp. M., and at 4 P.M. an 
sae from Box 34 was rung, calling out the entire Depart- 
ment. The Hose Companies were located at five different 


hydrants on Main street, each Company laying two lines of 


hose, except Hose No. 6, which laid four lines, making in all 
twelve lines of hose. Ata given signal Hose No. 1 turned 
on two streams of water, the pressure at Stand Pipe being 
taken, showing 40 pounds. At the signal Hose No. 3 
turned on two streams of water, making four in operation, 
showing 40 pounds pressure. At the signal Hose No. 3 
turned on two streams, now making six, pressure still being 
40 pounds. At the signal Hose Company No. 4 turned on 
{wo streams, now making eight streams, with the pressure 
still remaining at 40 pounds. Hose Company No. 6 then 
turned on four streams, making twelve in all, which oniy 
reduced the pressure one pound, ; showing § 39 pounds pressure 
at Stand Pipe with twelve streams of water, each reaching 
higher than Union Block, showing that if necessary we 
could depend upon twelve available streams to do good service, 


~ 


During this test both pumps were running, together with the 
Stand Pipe. by this test it was demonstrated that we have 
a Department and Water Works that will be ample to 
control any fire that is liable to occur, unless under very 
unfavorable circumstances. . At a given signal the water was 
shut off, and Hook and Ladder Company No. 1 made a trial 
of their ladders on Union Block, using the Bangor and 
25-foot roof ladder with very good results. After this trial 
a bonfire was made in the rear of the Town Hall, and 
Chemical Engine Company No. 1 made a trial of their 
engine with cood results. This test was very satisfactory to 
the Engineers, as well as to the public, which places our Fire 
Department and Water Works in high esteem by our 
residents, 


RECOMMENDATIONS. 


| have no new purchases to recommend this year, as our 
apparatus is in good order. But | would recommend that 
School street house be put in repair inside, as the plastering 
is falling off from walls and ceiling in the hall, and is out ot 
repairs in other respects. I would also recommend that a 
floor be jaid in the house of Hose Company No. 6, as there 
has never been a wood floor laid there, and the present 
concrete floor is dusty and hard to keep clean, besides being 
so Gold it is hard work to keep the battery from freezing in 
cold weather. 

In conelusion, I would extend my thanks to my assist- 
ant Mneineers for their co-operation in performing the duties 
of the Department, and to the officers and members of the 
different fire companies for their willingness to perform their 
duties, also to the Fire Police. I also extend my thanks to 
the Prudential Committee for the pleasant relations that 
have existed in the business management of the Department, 
as well as for their care of the property of the District. 


Respectfully submitted, 
EUGENE P. LEBARON, 
Chief of Department. 
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Roster of Fire Department. 


HOOK AND, LADDER, COMPANY NO. 1. 


STATION, SCHOOL ST., BETWEEN CENTRE AND PIERCE STS. 


Badge. Namie. 
F. A. Churbuck 
A. F, Whitcomb 


Ch PY Gay 


H. I. LeBaron, 
reorge F. Day 


( 
C.-E. Morrill 


George W. Perkins 
Alton Caswell 
Willis Churbuck 
ea Sy REYES 

Kk. F. LeBaron 


AS. iy. Keyes 
A, kk. Keves 
EK. F. Pierce 


Walter Coombs 
Clifford S. Lovell 


C. E. Harlow 
Fk. W. Hastay 
C. W. Maxim 


L. G. Whitcomb 
L. B. Mendall 
George burnham 
Fred. F. Churbuck 


John Glass 
E. L. Folger 
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Rank. Residence. 
foreman Jackson st 
rst Asst. do No. Main st 
2d Asst. do Oak st 
Clerk Courtland st 
Laddennan Clifford st 

“ Oak st 
Axeman Water st 


Ladderman Water st 


Wareham st 


Centre; st 
*° Southwick st 
yy} West st 
7 Centre st 
" Clifford st 
i. Southwick st 
a Centre st 
id Southwick st 
No. Main st 
ne Oak «st 
ce 


Main st 


School st 
Hy Jackson st 
EF West st 
i‘ Oak st 


Occupation. 
Shoemaker 
‘Teamster 
Laborer 
Clerk 
Finisher 
Moulder 
Machinist 
Shoemaker 
Moulder 

oe 

oe 
Carpenter 
Shoemaker 
Moulder 

ée 
Shoemaker 
Carpenter 
Shoemaker 
Carpenter 
laborer 
Shoemaker 

Melter 

‘Teamster 


CHEMICAL ENGINE COMP. 


SLATION, SCHOOL ST., 
Badge Name. Age. 
49 Ira ‘Vinkham 34 
47 E. F. Doherty 36 
48 .C. F. Harrington 31 
52 J. H. Cushing 35 
50 B. F. Jones 35 
51 H. D. Smith 28 
53 James Curley 38 
54 J. M. Luippold 53 
55 Thos. Curley 35 
59 Henry Soule 21 
57 Geo. B. Thomas 49 
56 M. Leahey 37 
60 N. S. Atwood an 
bot iwt.Creeden 42 
46 John Walsh 37 
HOSE 
STATION, SCHOOL SYI., 
radge. Namie. Age. 
97 Matthew Cushing 31 
99 Fred M. Jenney, 29 
ror M. W. Peasley 39 
et, NL. Ramsey 20 
98 C. W. Barden ay 
foa meth FL. Holmes 24 
100 W.M. Chipman = 24 
104 P. R. Harlow as 
HOSE 

STATION, 
Badge. Name. Age. 
6+ Nelson Shaw 33 


62 Chas. E. Endress 27 
63 Chessman C oombs 2 


64 F. N. Woodward 28 
66 KE. J. Keith 28 
68 EK. L. Bates 22 
67 E. H. Shaw 20 
65 Ernest Coombs 20 


¥ 


BETWEEN CENTRE 


Rank. 
Foreman 
rst Asst. do 
2d Asst. do 
Clerk 
Engineman 
Bucketman 
Hoseman 


oe 


Bucketman 


od 


IM NOM. 


AND PIERCE Sts. 
Residence. Occupation, 
3arrows st Merchant 
School st Printer 
Pierce st Clerk 
Centre st Merchant 


School st if: 


COMPANY NO. 1. 


BETWEEN CENTRE 


Rank. 
Foreman 
ast Asst. do 
2d Asst. do 
Clerk 


Hydrantman Water st 


Hoseman 


ee 


*s 


Overett st Clerk 
Water st Shoemaker 
Barrows st oy 
Water st ii 
Oak st es 
Court End ave ss 
Everett st Laborer 

“ Shoemaker 
Water st Florist 

. ‘Teamster 
AND PIERCE Sts. 


Residence. 
Water st 


Occupation, 
Merchant 


School st ‘Teamster 
Rock st Hostler 
Centre st Jarber 
Upholsterer 
2 Confectioner 


Barrows st Shoemaker 
Main st Ks 


COMPANY NG, 2: 


(COURTLAND SIt., 


Rank. 
Foreman. 
rst Asst. do 
2d Asst. do 
Clerk 
Hoseman 

“eé 


se 


NEAR MAIN. 


Residence. Occupation. 
( ourtland st Hackman 
Oak st Painter 

So. Main st Shoemaker 


Southwick st (€ lerk 
High st Carpenter 
(ourtland st 

( ourt End ave 

So. Main st: »Clerk 


LO 


HOSE. COMPANY NO. 8. 


STATION, East MAIN St.,. NEAR STAR MILLIS. 
Badge. Naine. Age, Rank. Residence. Occupation, 
6g John F. Perry 30 Foreman Star ave Clerk 
73 H.:Batchelder 26 rst Asst. do Montello st Shoemaker 
71 S. B. Holmes 37 2d Asst. do East Main st Machinist 
76 ‘Thomas Bray 30 Clerk oy Overseer 
74 W. A. Cummings 36 Hydrantman Water st Moulder 
72 Joseph Morris 25 Hoseman Montello st Laborer 
70 Kdmund Russell 25 ‘i Kast Main st’ Finisher 
7§ Geo. F. Standish 2% - Montello st — Painter 
HOSE COMPANY NO. 4. 
STATION, CORNER OF May AND VINE STs. 
sadge. Name. Age. Rank. Residence. Occupation 
105 1). D. Sullivan 27 Foreman Centre st Merchant 
109 ‘Lhomas Boucher 30 1st Asst.do Lovell st Moulder 
110 James J. O'Hara 31 2d Asst. do’ Vine st Shoemaker 
106 John Sullivan oe\ ler Centre st eS 
112 John Morrissey 26 Hydrantman ‘ Kinisher 
107 TLhornas West 31 Hoseman Vine st ‘Teamster 
bit Pat. Howes 22 " West st Laborer 
HOSE COMPANY NO. 6. 
SLPATION, OAK ST., BETWEEN HIGH AND CENTRE STs. 
judge Name. Age. Rank, Residence. Occupation. 
OAs | Bailey 4t Foreman ’verett st Painter 
8o J. B. Lamb 31 1st Asst. do Lovell st Carpenter 
go H. i. Braley 28 2d Asst. do North st Farmer 
$2 J. L. Lebaron 23 Clerk Oak st Moulder 
78 A. Fo Sherman 30 Hoseman School st Cutter 
O32 setenGay, |r 20 Oak st Painter 
84 M. A. Merrick 20 ig Centre st hireman 
95 Bb. F. Folger 49 s Oak st Painter 
g2 J. F.. McLane 33 4: No. Main st Carpenter 
88 W. I. Folger 23 x Oak st Clerk . 
$6 H. J. Roberts 39 4 ‘Tremont st Mason 


Sate jc, Orctt 


87 A. L. Champlin 


83 J. McNeil 
77 K. G. Besse 


gi W. F. C handler 


94 Lewis Drew 
96 Alton Bennett 


S81 Frank Perkins 


G0 w.ete DISDée 


Name. 


James H. Weston 
Samuel S, Lovell 
Alvin P. Vaughan 
kk. ‘T. Lincoln 
Edward Bryant 
Henry W. Sears 
L. M. Alden 
Levi P. Brown 
W. O. Penniman 
QO. L. Borden 
Chas. W. Drake 
KF. M. Sherman 
James Russell 
Charles K. Bump 
Samuel Shaw 


ai 


se 


5 Hydrantman Forest st 
24 Hoseman 
j 


( entre st 


No. Main st 


Barrows st 
Forest st 
Oak st 
Arch st 
(,entre st 
Oak st 


FIRE POLICE. 


Rank. 
Captain 
ist Sergeant 
2d Sergeant 
( lerk 


Residence. 
(Centre st 
School st 
Water st 
No. Main st 
So. Main st 
Oak st 
Péarl st 
School st 
Myrtle st 
Main st 
High st 
East Main st 
School st 
Centre st 


Brass Brusher 
‘Teamster 
Carpenter 
Shoemaker 


be 

es 
( Jerk 
Shoemaker 


Occupation. 


( arpenter 


‘Teamster 


Carpenter 
Blacksmith 
Stitcher 
Lumber D’ler 
Gunsmith 
Merchant 
Shoemaker 
Barber 
Druggist 
Overseer 

C utter 
Superintend’t 


Report of Prudential Committee. 


Vhe appropriation for the current expenses of the Fire Depart- 


ment for 1891 was $3300. 


Bills for the following amounts have 


been approved by your committee, and paid by the ‘Treasurer. 


300 ft. of Hose, 
2 Fire Alarm Boxes, 


Gas, 
Fuel, 
Printing, 


Repairs and Supplies, 
Use of Horse, 
Collecting ‘Tax, 
Registration, 


Care of Fire Alarm, 1890 and 189), 


Miscellaneous, 
Pay Roll, Officers, 
a ware Police: 
| oa eetewerd. 
“Chemical Engine Co., 
ny Unterprise) iieeyL) en 


eve td 0SC (20. ANG T 
oe ee te 7 ce 5 
aah | 
iz ee ee sé te + 
J) 
+e +e ce ce 
4s 


’ 


$2,935 So 
GEOSLI SOULE: 
F. M. SHERMAN, 
CHAS. \W.“LURNICR, 
Prudential Committee M. F. D. 


Report of the Gollector for 1891. 


Cash on hand, balance from last vear, 


Taxes uncollected for 1887, 


. ss 66 1888, 
as 66 66 1889, 
de a Ba Seis eP 


* committed “6 1891, 
Interest colleeted. 


IPast ) C OK. 


By taxes uncollected for 1887, 


6 6 66 e 1888. 
6c 66 66 é 1889, 
we. * Ge es 1890, 
“6 66 es 66 1891 5 


“ * remitted, 


Cash paid F. A. Harlow, Treasurer, : 


different times, 
pee 
Cash on hand, 


FEM Ps 


Pee ee eee ee ee eee em 


Assessors’ Report. 


VALUATION OF FIRE District, 1890 and 1891. 


TSgo. 
Personal property, $ 380,470 
Real estate. 1,856,895 
Totals, $2,237,365 


‘Tax assessed in 1891, 
Tax voted by the District, 


Overlay, 


1Sg1. 
* 405,550 
2,054,895 


$2,460,425 


Rate of taxation, 1891, 81.60 on ¥1,000. 


THATCHER, 


* 456 83 
LAavee 
14°35 

LL ees 


SOT dd 
3,938 30 


Sash 


S4,.957 38 


K4907 38 


Collector. 


Increase. 
+ 25,060 
198,000 


$223,060 
$3,938 30 
3,800 00 


S138 30 


Treasurer’s Report, Fire Department. for 1891, 


Balance brought forward, 
Reeeived from Collector, 
+ “Loans. 


ALD. 


Notes and literest. 
Orders Prudential Committee, 


Water Department, hydrant service. 


Balance. 
The District now owes:— 
One note, due December 14, 1892,. 

Hf * November Lb, 1898, 

+ ‘* November 1, 1894, 

“s * November 1, 1895, 
November 1, 1896, 
November 1, 1897, 


Other indebtedness, about 


FA. 


January 1, 1892. 


HARLOW, 


& . 98 36 
3,862 00 

700 00 
—_+—_ + $4,660 .36 


* 841 45 
2.988 80 
DOO 00 
#4,280 25 


“380 11 


x00 OO 


500 00 
500 OO 
HOO O0 
000 00 
350 00 


ry 
LVEASuUrer. 


Examined, tound correct, and properly vouched for. 
CHAS. W. TURNER, for Prudential Committee. 
E. P. LeBARON, for Engineers, 
AMOS Ft. EATON, for Comrnissioners. 


SIXTH ANNUAL REPORT 


THE WATER COMMISSIONERS. 


NNN Ne 


The Sixth Annual Report of the Water Commissioners 
of the Middleboro Fire District is herewith respectfully 
submitted, including a statement of the finances for the year 
and the condition of the Sinking Fund. 

At the annual meeting in January, 1891, Mr. Amos HEI. 
Eaton was chosen Commissioner to succeed Mr. Jesse B. 
Ryder, whose term then expired. 

At its next meeting the Board organized for the year 
by choosing Eugene P. LeBaron as chairman and Joseph. E, 
Beals as clerk and superintendent. As ‘Trustees of the 
Sinking Fund, the organization has been the same. 

One bond for $1,500, due Se ptember 1, 1891, has been 
paid from the Sinking Fund, and the sum of $1,500 has been 
eontributed to it during the year, besides an additional sum 
of 878.19 derived froin interest. on investments. The 
amount now in the Sinking Fund (1,827.59) is more than 
sufficient to pay the bond (1, 500) due September 1, 1892. 

Reference to the financial statement will show the net 
cost of extensions made during the year tg have been 
$2,475.82, which has been met by a transfer from the income 
and maintenance account, after paying all expenses and 
interest and contributing to Sinking Fund. 

The net cost of our works to date will be seen to be 
$90,079.42. Bonds outstanding, $75,500. . Deducting the 
amount in Sinking Fund, our net dada beadieis will appear 
to be $71,672.41. This shows a payment of 518,407.01 on 
the cost of the works since they were put in operation. 


16 
MAIN PIPE EXTENSIONS. 


Several extensions of main pipe have been made during 
the year, the work having been done mainly under the eare 
of Mr. A. G. Hayes, HO has made all the joints, and no 
leaks have been discovered. Extensions have been made as 
follows: 

Centre street, near gravel pit, 129 feet of 6-inch; Benton 
street, from Water street, 440 feet of 4-inch, completing a 
circuit: North street, 797.5 feet of 6-inch, to top of Muttock 
Hill; Coombs street, 47 feet of 6-inch; Forest street, 619.5 
feet of 6-inch, from Clara street to Charles street: Lane 
street, 15 feet of 4-inch, and 344 feet of 6-inch, from LeBaron 
avenue, southerly; West street, 105.5 feet of 4-inch, extend- 
ed southerly: hydrant br anches, 23 feet of 6-inch. Total, 

1860 feet of 6-inch and 560.5 feet of 4-inch, or 2420.5 feet 
in all. About 300 feet of 6-inch and 4-inch pipe have been 
laid in the yard of the Leonard & Barrows shoe manufactory, 
for fire protection, with a gate outside, the expense having 
been paid by the owners of the property. 


Potal length of all sizes, in feet, to date, as follows: 


12-In. = 10-in. 8-1n. 6-in. Ayn. o 7) Vota: 
Before 1891, 592.5 8,014.5 3,789.5 39,761.5 7,418.0 59,521.0 
In 1891, eek 060.5 2,420.5 


992.0 8,014.5 3,739.5 41 621. 5 7,973.5 61,941.5 


This makes the total length of pipe to amount to about 
11% miles. 
Hydrants set during the year, 3; whole number, 8. 


Gates set, 2 of 6-inch and 1 of 4-inch; whole number, 105. 
SERVICE PIPES AND METERS. 


The Domestic Phimbing Company, J. 5. Cuzner, agent, 
had is contract for putting in service pipes during ae first 
half of the year, when it was given up, and A. G. Hayes 


LE 


had the coutract for the balance of the year. Number put 
in, 49. Number of feet, 2,688. raat ie 


Number of services put in to date, 568 
Number now taking water, ate: nanan hI 4 8 1:! 
Feet of service pipe put in to date, 33,178 
Feet of service pipe within street lines, 13,887 
Motors in use, ceed 
Meters in use, ga | 146 

Of these there are 85 Crown, 48 Hersey, 10° Nash, 
1 Empire, 1 Equitable, 1 Gem. Sizes: 4-inch, 127; 3-inch, 


14; Linch, 3; 1d-anch, 1; 2inch, 1. 
PUMPING STATION AN D |e bl bs 


Mr. A. R. Gurney has continued in charge of the 
pumping machinery and has kept it in good order. The 
boiler insurance has been renewed for three. years in the 
Hartford Steam Boiler Inspection and Insurance Company, 
and the boilers have been carefully inspected and reported 
upon once in three months by a representative of that 
Company. The statistics of water pumped, coal constumed, 
ete., will be found on pages following this report. : 

The plan has been followed of doing a small amount. of 
filling on the lot each year. ‘ Ke 

GENERAL REMARKS. 

Our supply of main pipe, service pipe, and of coal at 
the pumping station remaining on hand at this date is in 
excess over that of last vear. : tush ‘en 

Three leaks in service pipes and one small one*in aka 
main pipe have been repaired during the year. ee 

The hydrants have all been tested and. cared for and: 
allare believed to be in thoroughly good order. oie’ 

With the exception of a few small bills which were 
not presented in season for this report, all bills have been 
fully paid. The cash on hand will more than pay. alk suelt 
unpaid bills. hi 

The quality of the supply. of water furnishe dl. the 
— of our village consequent upon the introduction wot 

rater, and the success which has attended the -enterprise 
poitnue to give people of the District reasons for Seg OND 
lations on the results. 7 


18 
The following is the financial statement for the year: 
INCOME AND MAINTENANCE ACCOUNT. 


Collected by Commissioners and paid over to ‘Treasurer :— 


‘or water by schedule and meter rates, $7,813 65 
For interest on bank balances, 29 14 
For notices to delinquents and for shutting off and 
turning on water, ey 
For grass on pumping-station lot, 7 50 
From town, for watering troughs, sprinkling streets; 
town buildings, etc., etc., 1,500 00 
From fire department, hydrants and district uses, 500 00 
‘Total Receipts, maintenance account, $9,852 04 
Balance in Treasurer’s hands, January 1, 1891, 200 97 


$10,053 O1 
Orders have been drawn on the ‘Treasurer as follows :— 


A. R. Gurney, engineer at pumping station, $ 72000 
Washburn & Parker, coal, 401 19 
James L. Jenney, coal, 600 81 
Boiler insurance for 3 years, 100 00 
Eastern Supply Co., gaskets, packing, etc., 26 29 
(>. G. Stillman, valves and fittings, 9 38 
U.S. Heating & Plumbing Co.,, valves, ete., 15 60 
Deane Steam Pump Co., pump repairs, 32 07 
Sundry small expenses paid by Mr. Gurney, 2,93 
Waite, Williams & Co., oils, 19 00 
Sundry bills for bolts, packing, fittings, etc., oY 20 
J. & G. E. Doane, supplies, 9 47 
Repairing Slate Roof, 4 69 
Carting soil and filling on pumping station lot, 99 39 
Yotal pumping station expenses, $2,062 02 
Telephone rent, one year, -$ $2 so 
Office rent, one year, 25 00 
Annual reports, printing and aclvertising, 27 50 
Meter repairs, [4 70 
Repairs to pipe, care of hydrants, etc., g6 42 
Postage, express, freight, stationery, etc., 16 25 
Branding iron for tools, L 00 


Repairing damages to streets, 24 85 


1g 


J. E. Beals, services as clerk and superintendent, 45000 
Commissioners for 1891, as per vote of district, 150 00 


ee 


Superintendence and general expenses, $ $88 22 
Interest on bonds at 4 per cent., 3,000 00 
‘Total expenses for the year, including interest, $5,950 24 
Balance of income account after paying ex- 
penses, 4,102 74 
Paid into Sinking Fund, $1,500 00 
Transferred to Construction Account, 2,475 82 
$3,975 82 
Balance in hands of Treasurer, January, anne 


I, 1892, $ 126 95 
CONSTRUCTION ACCOUNT. 


Collected by Commissioners and paid over to Treasurer :— 


For main pipe and material sold, $ 190 25 
For putting in services, sale of pipe, meters, etc., 937 2 
Transferred from income and maintenance account, 2475 82 
Total Construction receipts, $3,603 31 
Orders drawn on the Treasurer as follows :— 
Warren Foundry & Machine Co., pipe, $1,215 69 
Ludlow Valve M’f’g Co., gates and hydrants, 105 40 
Peet Valves, 20 00 
Chadwick Lead “o., pig lead for joints, 103 38 
Sharpening tools, 59 89 
Bingham & ‘Taylor, gate boxes, 19 43 
Globe special, 4 60 
Carting pipe, 16 20 
Freight on pipes, etc., 38 32 
‘Tarred rope for joints, TOMES 
LT. W. Pierce and A. G. Hayes, laborand supplies, 97 08 
Laborers’ pay roll, OL 7ESs 
‘Total expenditures on Main pipe account, $2307 77 
Geo. Woodman Co., pipe for services, $ 408 65 
LD. A. Trefethen, composition fittings, 140 94 
Bingham & Taylor, service boxes, 80 8s 
Taunton Locomotive M’f’g Co., service box, 1 25 
Domestic Plumbing Co., putting in services, 67 O1 


A. G. Hayes, putting in services, 212 08 


A. G. Hayes, lining pipe, 
Hersey Meter Co., meters, 
National Meter Co., meters, 
Old Colony Railroad, freight, 
W. R. Whitcomb, teaming, 


Total expenditures on service pipe account, 
Office furniture, 
Casting for pumping station, 


Total expenses, C onstruction Account, 
Less amount received for pipe, materials, etc., 


Net cost, Construction Account, 1891, 
Cost to January 1, 1891, 


Total cost of works to January 1, 1892, 
Bond paid during the year, 
No bond issued during the year, 
Bonds outstanding January 1, 1892, 
Amount in Sinking Fund, 


Respectfully submitted, 


EUGENE P, LEBARON 
JOSEPH E. BEALS, 
| AMOS H. EATON, 
Middleboro, January 1, 1892. 


89 44 
137 50 
1LO)4 
2147 
Ht 

$1,272 69 

eT e: 

17 35 

$3,603 31 

1,127 49 

$ 2,475 82 

37,603 60 


$90,079 42 
1,500 00 


$73,500 00 
1,827 59 


>) Water 


\ Commissioners. 


Treasurer’s Report, Water Department, for 1891, 
CONSTRUCTION ACCOUNT. 


Received from Commissioners, B1,127 49 
Transfer from Maintenance Account, 2,475 82 


Paid :—— 
Commissioners Orders, %3.603 31 
MAINTENANCE ACCOUNT: 
Balance from 1891, * 200 97 
Received from Commissioners, 9,322 90 
Received from Interest Account, 29 14 


Received from Fire Dept. hydrant service, 500 00 
—__—_—_—$10,053° 01 
Paid :— 


Interest on bonds, 5,000 00 
Sinking Fund, 1,500 00 
Commissionerers’ orders, 2,990 24 
Transfer to Construction Account. 2419 82 


9,926 06 
Jalance, #126 95 


KF. A. HARLOW, Treasurer. 


January 1, 1892. 
Examined and found correct. 
C. W. TURNER, for Prudential Committee, 
AMOS H. EATON, for Water Committee, 
E. P. LEBARON, for Engineers. 


Sinking Fund Account, for 1891. 


Balance brought forward from 1890, = 81,749 40 
Received Interest, Middleboro Savings 


Bank, 510 
Received Interest, New Bedford Safe 
Deposit & Trust Co., 24 43 
Received Interest on Real Estate Mort- 
gage, 48 00 
Received from District Treasurer. 1,500 00 
LL £3 827° 59 
Paid bond, 1,500 00 
Balance, #1827 59 
Invested as follows :— : 
Real Estate Mortgage at 6 per cent., x800 00 
New Bedford Safe Deposit & Trust Co., 830 77 
Middleboro Savings Bank, 196 82 


$1,827 59 
F. A. HARLOW, Treasurer. 


January 1, 1892. 

Examined and found correct. 
©. W. TURNER, for Prudential Committee, 
AMOS H. EATON, for Water Committee, 
Kk. P. LEBARON, for Engineers. 


PUMPING RECORD FOR 1891. 


Hours Daily Gall Daily Pounds Daily — Rainfall & © ? we 
Pumping Av. i se Av. of Ace melt. snow A evade 
H M HM was Gallons Coal Coal Inches Highest | Lowest | Mean 


January, | 113 40/3. 40 | 4,107,000.) I3248Aeies20.710 1 9309 7.BO8 |= 53 %r| ag? AR Gas 
February, 102-15 |.3 39-4. 3,650,0005] 120;es% 24,990 892°) 53092 +e 60 41-2 eam ag 
March, Beer! 3:40 4,101,000 | 132,290 25,970 | 838 | 4.00. | 61. he ee | 33.69 
April, 99 25|3 19 | 3,562,000 | 118,733 | 23,270 | 776 | 3.69 | 79 | 19° | 47° 
May, ToS aA 4,473,000 | 144,290 | 28,140 | 908 | 2.21 | 82° | 24° | 549.03 
June, Sos es ae 55693000 3) TS 7,toOs ~ 41-550) Tocacal ~ tere P= 92% AL | 60°.7 
July, t; gO. 20a eg 5,189,000 | 167,387 | 31,900 | 1026 2.19 B70 lands oh hae 
AUSISE 2 aaeetOO. “Laney ee 6,273,000 | 202,355 37 780-2r 1220 | 8322e PS OF lel Bh Baer 
September, 135 55/14 3 5,106,000 | 170,200 | 31,410 | 1047. | 1.97 | 88 | 41° | 64°29 
October, | 116 3-45 {884,200,000 133,645°1 27,940 | 90r- | Sseyom > 8321516 ay cine, 77 
November, 100 ' 3 20 | 3,809,000 | 126,966 | 25,790 | 860 | 3.04 | 66° | 9° | 40°.35 
December, 109 8 Beret 4,081,000 | 131,645 247,660 3h 6802 maa trea OY tamer | 379.75 
Totals,  |1474h 28m) 54,263,000 345,510 Bete. | | 

Daily Av. | 4h 2m | | 148,611 946 | | | 


Duty in foot pounds, per one hundred pounds of total coal used for pumping, banking fires and warm- 
ing building, 26,829,638. 

Number of gallons pumped per pound of total coal used, 157.08. 

Number of gallons pumped per pound of coal is about 4 per cent. less than last year on account of 
pumping twice a day this year. Last year only pumped once a day first five months, and probably ro per 
cent. less than it would be if only pumped once a day. 

Number of gallons raised roo feet high per pound of total coal used, 322.01. 

Water in well highest recorded January 18, 19 feet, 5 inches ; lowest recorded, October 1, 16 1-2 feet, 
before pumping ; lowest recorded after pumping six hours, August 11, 12 feet, g inches. 

Total snow in January, 9 1-2 inches ; February, 8 1-4 inches; March, 7 inches; April 1-4 inch ; Octo- 
ber, 1-4 inch. ‘Total in year, 2 feet, 1 1-4 inches ; deepest March 4, 7 inches. 

A. R. GURNEY, Engineer. 


a 


ar 


mins 
Ve 
ug Sia 
edd 


Cre 


Git 
bad 


12 Ort Ais 
ite 
RO 


Lia 
‘ Pt & 


i 


eet 


+ 
ba 


by 


Wis 


Et 


t 
, 


eb Hi 


A 
me 
al 
EY 


; 
ft 


, (fS0 
: 


. 


= 4F 


™/ 


2 ‘ 
FL o 


a area 


Se 
ne 
a 


sor. tas 


cpa: fio 


Fire District Warrant, 


To Andrew M. Wood, Clerk of Middleboro Fire District, 

Sir: 

You are requested in the name of the Commonwealth of 
Massachusetts, to notify and warn all the inhabitants of the 
Middleboro Fire District, qualified to vote in town affairs, 
to meet at the Town Hall, in said district, on Monday, Jan. 
18, 1892, at 6 o'clock p. m., toact on the following articles, 
to wit: | 

Art. Ist. To choose a moderator to preside at said meet- 
ing. 
Art. 2nd. To choose all necessary officers for said Dis- 
trict for the ensuing year, and to choose a Water Commis- 
sioner for three years. 

Art, 3d. To see if the District will pay their officers for 
the ensuing year, and act anything thereon. 

Arr. 4th. To see if the District will pay the members of 
the fire police, and the several fire companies, also the stew- 
ards, for their services for the ensuing year, and act anything 
thereon. 

Art. dth. To see if the District will authorize the Board 
of Engineers to contract with some person to have charge 
of the Electric Fire Alarm, and regulate the pay for same. 

Arvr. 6th. To hear reports of all officers, committees, or 
agents of the District, and act anything thereon. 

“Arr. 7th. To raise such sums of money as the District 
may see cause, by tax or otherwise, and appropriate the 
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same, and act anything in relation to raising and assessing 
the same, as it may seem expedient. 


EUGENE P. LEBARON, 
Chiet Engineer. 
Middleboro, Jan. 5, 1892. 


PLYMOUTH, ss 

Pursuant to the above given instructions I have notified 
and warned all the inhabitants of the Middleboro Fire Dis- 
trict, qualified to vote in town affairs, to meet at the time 
and place and for the purposes specified above, by publish- 
ing the same in the Middleboro Gazette, and Middleboro 
News, seven days before said meeting. 


ANDREW M. WOOD, 


Clerk of Middleboro Five District. 
Jats: (cl 8O2. 


ANNUAL: REPORTS 


OF THE OFFICERS OF THE 


Middleboro Fire District, 


AND THE. 


SEVENTH ANNUAL REPORT 


OF THE 


WATER COMMISSIONERS, 


FOR THE YEAR 1892. 


MIDDLEBORO: 
H. L. THATCHER & Co., PRINTERS, 


1893. 


Middleboro Fire District. 
OFFICERS FOR 1892. 


BOARD OF ENGINEERS. 


EUGENE P. LEBARON, Chief. 

LUTHER SS.“ BALGEIY, | first Assistants 
CHARLES W. KINGMAN, Second Assistant. 
SAMUEL S. BOURNE, Zhird Assistant. 
SAMUEL J. SPARROW, Sourth Assistant. 


CLERK. 
ANDREW M. WOOD. 


TREASURER. 
FOSTER A. HARLOW. 


PRUDENTIAL COMMITTEE. 


GEORGE L. SOULE, FRANCIS M. SHERMAN, 
CHARLES W. TURNER. 


WATER COMMISSIONERS. 


JOSEPH E. BEALS, Term expires, Jan. 1895. 
AMOS H. EATON, Term exptres Jan. 18094. 
EUGENE P. LEBARON, Term exptres Jan. 1803. 


ENGINEER AT PUMPING STATION. 
A. R. GURNEY. 


ANNUAL RBPORT 


OF THE 


Chief Engineer of the Fire Department. 


In compliance with Article 4th, Section 6th of the By-Laws 
of the Fire District, I herewith make my Annual Report for the 
year ending Dec. 31st, 1892, giving in detail the condition of 
the Department, and property of the District, together with a 
record of Alarms and Fires occurring during the past year, 
giving cause and losses on same} also the necessary recommen- 
dations for the ensuing year. 


FIRE DEPARTMENT. 


The Fire Department consists of a Chief Engineer, four As- 
sistant Engineers, one Hook & Ladder Company of 25 men, 
one Chemical Engine Company of 15 men, one Hose Company 
of 20 men, four Hose Companies of 8 men each, and a Fire 
Police force of 15 men, making a total of 112 men in the Depart- 
ment. Iam pleased to note the interest that has been main- 
tained in the Department, also so few changes in the member- 
ship, as several of the companies have held their membership 
without any change of members for the entire year, which 
makes the department more efficient and more reliable, as the 
men by having more experience can better perform the duties 
assigned them by the Engineers. 


4 
BUILDINGS. 


There are five buildings owned by the District and used for 
Department purposes, and are located as follows: House on 
School street, occupied by Hook & Ladder Co. No. 1, Hose 
Co. No. 1, and the Board of Engineers; House on Oak street 
occupied by Hose Co. No. 6, and also for battery room for the 
Electric Fire Alarm; House on Courtland street occupied by 
Hose Co. No. 2; House on East Main street occupied by Hose 
Co. No. 3, and House on May street occupied by Hose Co. No. 
4. Extensive repairs have been made on the School street 
house in the past year, also a new floor has been laid in the Oak 
street house, and the roof shingled. All of the above houses are 
now in good repair except paint, which should be attended to 


soon. 
APPARATUS. 


The fire apparatus consists of one Hook & Ladder Truck, 
with all the necessary equipment of ladders, hooks, etc.; one 
No 4 Babcock Double Tank Chemical Engine, one Hose 


Wagon and four Hose Reels, all of which are in good order. 


HOSE. 


The District has 4000 feet of hose that is in condition for de- 
partment use, 300 feet having been condemned in the past year 
as unfit for use. The greater part of the hose is comparatively 
new, still 500 feet has been in use some eight years, and is liable 
to give out soon. The hose is distributed as follows: Hose Co. 
No. 1, 600 feet; Hose Co. No. 2, 600 feet; Hose Co. No. 3, 
Soo feet; Hose Co. No. 4, 600 feet; Hose Co. No. 6, 1400 feet. 


HYDRANTS. 


There are 93 Hydrants, four having been added in the past 
year, all of the above are in good condition, having all been in- 


spected and found in good working order. 


aS . 
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ELECTRIC FIRE ALARM. 


There have been no additions to the Fire Alarm System in the 
past year, and we have now in use twelve fire alarm boxes, 
eight miles of line, one whistling machine, one 6 inch Crosby 
steam chime gong, one 8 inch gong for pumping station and six 
tappers for Engineer’s houses, forty cells of battery, and two 
galvanometers, (also one bell striker loaned by the Gamewell 
Fire Alarm Co., which should be replaced by the purchase of a 
larger one, so as to strike a larger bell). Mr. George F. Day 
has had the care of the fire alarm for the past year, and has at- 
tended to his duties faithfully and well. The system is in fine 
condition. 

FIRES. 


There have been 5 bell alarms and one still alarm in the past 
year, with the fire loss amounting to $1343.56 which is consid- 
erably in excess of 1891, as the loss in that year was only $50. 
The fires have been small excepting in the case of the fire in the 
woods at Peaseville, and the barn of Mr. Bradford Harlow, 
which at one time endangered the entire centre of the village, 
owing to the sparks from the burning barn being blown upon 
many of the buildings near by, setting fire to a number, which 
were extinguished by the ‘Department, and citizens with small 
hose. ‘The alarms were as follows: 


Feb. roth, 1004 A. M. Alarm from Box 64. Fire in the 
house on Oak street owned by Mrs. Florence B. Burt, and oc- 
cupied by Mr. Mattherson. Cause, defective flue in partition. 
House valued at $2500; Insured for $1500. Loss, $21.56. 
Furniture valued at $1500; insured for $1000. Loss, $52.00. 
Responded to by Hook & Ladder Co. No. 1; Chemical No. 1; 
Hose Nos. 1,3 and6. Recall at 1030 A.M. 


March 8th, 1003 A.m. Alarm from Box 55. Fire in Gas 
Works on Centre street, owned by the Middleboro Gas & 
Electric Co. Cause, drip catching fire. No loss. Responded 
to by Hook & Ladder Co. No. 1; Hose Nos. 1, 2, 4 and 6. 
Recall at 10 12 A. M. 
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March oth, 4 p.m. Alarm from Box 45. Fire in house on 
South Main street, owned by Mr. Thomas Spooner and occu- 
pied by Mr. Charles H. Tribou. Cause, fire in a disconnected 
stove. No loss. Responded to by Hook & Ladder Co. No. 1; 
Chemical Engine Co. No. 1; Hose Co.’s. Nos. 1, 2,and 6. Re- 
call at 4.15, P.M. 


April 20th, 3 20 Pp. mM. Alarm from Box 57. Fire in the 
woods at Peaseville, starting near Forest street and burning over 
some sixty acres of wood land out to North street. Here was 
the house and stable owned by Mr. W. H. Crosson; house and 
stable of Mr. Orren Caswell; house and stable of Mrs. James 


Warren, and house of Mr. Dexter Bump, all of which were in 


great danger, and were saved by the Department, which kept | 


them covered with water; and fought back the fire from the 
burning woods. Fire loss as apprised, $3.50. Cause, probably 
burning brush. Responded to by Hose 2, 3,4 and 6. Recall at 
5 40 P. M. 


Oct. 15th, 9 gop. mM. Alarm from Box 43. Fire in hay barn 
in field off from Main street, owned and occupied by Mr. Brad- 
ford Harlow. Owing to the large number of burning shingles that 
were being blown upon the buildings near by, a general alarm 
was rung in ato 55 p. M., calling the entire Department. A 
number of houses and stables caught from the burning shingles, 
but were promptly extinguished by the Department and citizens 
with small hose. Barn valued at $800; Insured for $600. 
Contents valued at $120; no insurance. Loss on barn and con- 
tents $920. Cause unknown. Responded to by Hook & Lad- 
der Co. No. 1, Chemical Co. No. 1, Hose Lor StS 2i Ry ara 
6. Recall at 2 33 a. m., Oct. 16th. 


November. Date not given. Still alarm. In Middleboro 
Hotel on Centre street. Loss $5.00. Insured. Extinguished 
by tenants. 
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RECOMMENDATIONS. 


As the hose of the Department is insufficient, I would rec- 
ommend that 1000 feet be purchased as soon as_ possible, also a 
Bell Striker for the Fire Alarm, as the one now in use is owned 
by the Gamewell Co. and has been loaned to the District for the 
past three and a half years, and is not large enough to strike a 
large bell, as the bell now in use weighs only 1400 pounds. I 
would recommend that a larger bell be purchased or secured for 
the Fire Alarm, as it is very difficult to hear the bell in present 
use at the east and southeast parts of the District only at very 
favorable times, which is liable to make a delay in getting the 
alarm to the members of the Department, which is liable to re- 
sult in a fire getting a headway that might be difficult to check 
before a large amount of property was lost, which might be pre- 
vented if a larger bell was used for the Fire Alarm. I would 
also recommend that two new Fire Alarm Boxes be purchased, 
and added to the Fire Alarm System, as there are a number of 
sections that are not properly covered, and are at a great dis- 
tance from a fire alarm box. 


In conclusion I would extend my thanks to my Assistant 
Engineers for the assistance they have rendered me, also to the 
officers and members of the different Companies and the Fire 
Police. I would also extend my thanks to the Prudential Com- 
mittee for the manner in which they have performed the duties 
devolving upon them in caring for the property and finances of 
the District. 

Respectfully submitted, 


EUGENE P. LEBARON, 
Chief of Department. 


SraTION, ScHooL St.,; BETWEEN CENTRE AND PEIRCE STs. 


Badge. 
1 F. A. Churbuck 


ROSTER OF THE FIRE DEPARTMENT. 


HOOK AND LADDER COMPANY NO. 1. 


Name. 


A. F. Whitcomb 
C. W. Maxim 
E. L. LeBaron 
C.F. Gay 
George F. Day 


26 C. E. Morrill 


44 
45 


Geo W. Perkins 
Alton Caswell 
Willis Churbuck 
Dey. wieves 
E. F. LeBaron 
C. H. Keyes 

A. R. Keyes 

E. F. Pierce 
Walter Coombs 
Clifford S. Lovell 
C. E. Harlow 

F. W. Hasty 

L. G. Whitcomb 
L. B. Mendall 
George Burnham 


Fred F. Churbuck 


John Glass 
E. L. Folger 


Rank, 


45 Foreman 
26 1st Asst. do 
34 2d Asst. do 
23 Clerk 

47 Ladderman 
37 * 

40 6c 

24 Axeman 

29 Ladderman 


Age, 


Residence. 


Jackson st 
No. Main st 
Oak st 
Courtland st 
Oak st 
Clifford st 
Everett st 
Water st 
Arch st 
Centre st 
Southwick st 
West st 
Centre st 
Clifford st 
Southwick st 
Centre st 
Southwick st 
No. Main st 
Main st 
Peirce st 
School st 
Jackson st 
West st 

Oak st 


Occupation. 
Shoemaker 
Teamster 
Carpenter 
Clerk 
Laborer 
Finisher 
Moulder 
Machinist 
Shoemaker 


“e 


Moulder 


Carpenter 
Shoemaker 
Moulder 


“ 


Shoemaker 
Carpenter 
Laborer 
Shoemaker 
Moulder 
Teamster 


9 
CHEMICAL ENGINE COMPANY NO. 1. 


STATION, ScuooLt St., BETWEEN CENTRE AND PEIRCE STs. 


Badge. Name. Age. . Rank. Residence. Occupation. 
49 Ira Tinkham 35 Foreman Barrows st Merchant 
47 E. F. Doherty 37 1st Asst. do Main st Printer 

48 C. F. Harrington 32 2d Asst.do Peirce st Clerk 

52 J. H. Cushing weve. Clerk Centre st Merchant 
50 B. F. Jones 36 Engineman School st i 

51 H. D. Smith 29 Bucketman Everett st Clerk 

53 James J. Curley 39 Hoseman_ _ Clifford st Shoemaker 
54 J. M. Luippold 54 > Barrows st ff 

55 Thos Curley 37 Bucketman Water st - 

59 Henry Soule 22 a Oak st . 

56 M. Leahey 38 s Everett st Laborer 
60 W. S. Atwood 28 me is Shoemaker 
DeetL ome eeeden 43 4 Water st Florist 

46 John Walsh 37 : Teamster 
57 W. L. Clark 21 F Oak st Clerk 


HOSE COMPANY NO. 1. 


STATION, ScHoot St., BETWEEN CENTRE AND PEIRCE STS. 


Badge. Name. Age. Rank. Residence. Occupation. 
-g7 Matthew Cushing 32 Foreman Water st Merchant 

99 Fred M. jenney 30 rst Asst. Peirce st Teamster 
ror M. W. Peasley 40 2d Asst. Rock st Hostler 

103 P. M. Ramsey 30 Clerk Centre st Barber 

98 C. W. Barden 38 Hydrantman Water st Upholsterer 
1oz Seth L. Holmes 25 Hoseman Main st Confectioner 
100 W. M. Chipman 25 . Barrows st Shoemaker 
104 P. R. Harlow 23 Main st 


HOSE COMPANY NO. 2. 


STATION, CouRTLAND STREET, NEAR MAIN. 


Badge. Name. Age. Rank. Residence. Occupation. 
62 Charles E. Endress 28 Foreman Oak st Painter © 
63 C. S. Coombs 23 1st Asst. do So Main st Shoemaker 
66 E. J. Keith 24 2d Asst.do High st Carpenter 
64 F. N. Woodward 29 Clerk Southwick st Clerk 

67 E. H. Shaw 21 Hoseman Court Endav Carpenter 
68 E. L. Bates 23 om Courtland st 3 

65 E. E. Coombs 21 is So Main st Clerk 


61 J. L. Smith 21 . Elm st Laborer 


Io 


HOSE COMPANY NO. 3. 


STATION, East MAIN STREET, NEAR STAR MILLs. 


Badge. Name. Age. Rank. Residence. Occupation. 
69 John F. Perry 31 Foreman Star av Clerk 

73 H. Batchelder 27 1st Asst. do Montello st Shoemaker 
76 Thos. Bray 31 2d and Clerk East Mae st Overseer 
71 S. B. Holmes, 38 Hoseman “ Machinist 
74 W. A. Cummings 37 Hydrantman Water st Moulder 
72 Joseph Morris 26 Hoseman Montello st Laborer 

75 George F. Standish 28 4 ‘ Painter 

70 Charles L. Rudolph “s East Main Weaver 


HOSE COMPANY NO. 4. 


STATION, CORNER VINE AND May STREETS. 


Badge. Name. Age. Rank. Residence. Occupation. 
105 D. D. Sullivan 28 Foreman- Centre st Broker 

112 John Morrissey 27 1st Asst. do ’ Finisher 
111 John Sheppard 28 2d Asst.do Everett st Shoemaker 
110 James O’Hara, 2) Clerk Vine st Shoemaker 
108 Arthur Wilcox 25 Hoseman Everett st Blacksmith 
107 Thos. B. West 36 . Vine st Teamster 
106 John J. Sullivan 22 “i Centre st Shoemaker 
1o9 Thomas Boucher Hydrantman Lovell st Moulder 


HOSE COMPANY NO. 6. 


STATION, OAK STREET, BETWEEN HIGH AND CENTRE STs. 


Badge. Name. 
A. J. Bailey 

7 
a H. E. Braley 
81 Frank Perkins 
82 J. L. LeBaron 
80 J. B. Lamb 

78 A. F. Sherman 
93 C. F. Gay, Jr. 
84 M. A. Merrick 
85 R. J. Brett 

87 A. L. Champlin 
83 John McNeil 
got W. F. Chandler 
94 Lewis Drew 
96 Allerton Bennett 
89 S. E. Bisbee 

g5 C. F. Thomas 

2 A. M. Rogers 
88 W. A. Roberts 
86 O. S. Besse 

77 A. W. Peterson 


Age. Rank. Residence. 
42 Foreman Everett st 
29 1st Asst.do North st 
41 2d Asst. do Centre st 


24 Clerk Oak st 
32 Hoseman _ Lovell st 
31 « School st 
ie Z Oak st 

x Centre st 
36 Hydrantman Forest st 
25 Hoseman Centre st 

2 No. Main st 

28 ef Forest st 
30 . Oak st 
31 ey Arch st 
25 ct Oak st 
25 ff Everett st 
22 - Arch st 
23 - Oak st 
24 > Arch st 
21 s Oak st 


Occupation. 
Painter 
Farmer 
Clerk 
Moulder 
Carpenter 
Cutter 
Painter 
Fireman 
Brass Brusher. 
Teamster 
Carpenter 
Shoemaker 

“ 

<é 


Shoemaker 
Stitcher 


Shoemaker 


“ 


Name. 


J. H. Weston 
S. S. Lovell, 
A. P. Vaughan 
E. T. Lincoln 
Edward Bryant 
H.-W. Sears 
L. M. Alden 

L. P. Brown 
W. O. Penniman 
O. L. Barden 
C. W. Drake 
F. M. Sherman 
James Russell 
C. E. Bump 
Samuel Shaw 


Al 


FIRE POLICE. 


Rank 
Captain 
ist Sergeant 
2d Sergeant 
Clerk 


Residence. 


Centre st 
School st 
Water st 
No. Main st 
So. Main st 
Oak st 
Pear] st 
School st 
Myrtle st 
Main st 
High st 
East Main st 
School st 
Centre st 


Occupation, 
Carpenter 
Teamster 

Carpenter 
Blacksmith 
Stitcher 
Lumber D’ler 
Gunsmith 
Merchant 
Shoemaker 
Barber 
Druggist 
Overseer 


6“ 


oe 


Supe’ntend’t 


IZ 


REPORT OF PRUDENTIAL COMMITTEE, 


MIDDLEBORO FIRE DEPARTMENT FOR 1892. 


The appropriation for current expenses and interest for the 
Fire Department for 1892, was $3,000. 

Bills for the following amounts have been approved by your 
Committee, and paid by the Treasurer :— 


Riel weet, oS oma iia nce 0 Rae ea 
Printing, - - - - ~ - - - 34. 00 
Gas, - - - - - - - - : 44. 88 
Registration, - - - - - - - - 15 00 
Collecting tax, ~ - - - - - - 36 90 
Care of Fire Alarm, - - - - - - 100 OO 
Painting, - - - - - - - - 39 85 
Carpenter Work, - - - . - . - 345 72 
Mason Work - - - - . - - - 3255 
Lumber, Lime, etc., - - - - - . 59 75 
Repairs and supplies, —- . : - - - 198 45 
Miscellaneous, - - . : - - - 63 10 
Pay roll of Officers, : : - - - - 195 00 
4c Stewards, > - - - - - 100 0O 

as Chemical Engine Co., - : - - 224 50 

i Hose Company No.1, - - - - 120 00 

: ty ns = - 127 50 

66 66 3, - " 2 n 130 00 

66 66 4, = Zz if a 130 00 

66 66 6, Bs iS e ms 344. 25 

*¢ Hook & Ladder Co., : - . - 373 50 
$2762 45 


GEOL. SOULE; 
F. M. SHERMAN, 
CHAS. W. TURNER. 
Prudential Committee, M. F. D. 
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Collector's Report for 1892. 


Ce Tl. ‘THatcuer, CorLector, 


To Mippriesoro Fire District, Dr. 


Cash on hand, balance from last year, - 
Taxes uncollected for 1887, - - - 


Oy de 1888, - - - 
<6 66 1889, . Y A? 
73 66 1890, 2 ‘ de 
73 66 1891, ¥ ‘ a 
‘¢ committed 1892, - - - 


Interest collected,  - : é : y 


Wr. 
By taxes uncollected for.1887,  - - 
3 66 1888, e = uf 
66 66 1889, e) a 3 
ee, 46 1890, ust S im 
66 66 1891, = sa ~ 
é $5 1892, - - - 


By taxes remitted, - - : ‘ f 
*¢ cash paid F. A. Harlow, Treasurer, at 
different times, - - = . 3 
Cash on hand, - “ s 2 “ 


- iS (2H DRT 
- - I 50 
ame tia 4 87 
ai" Tap 55 49 
. - 88 58 
Tie aac ee DOE Lt 
ine MORE 
tient Erna BS 
$5186 45 

Pies O 

2 32 

9 36 

68 og 

{iq rs 

51 SEE 

8 49 

4123 00 

284 37 
$5186 45 


Cee b wDEATCHERY Collector: 


Assessor’s Report. 


VALUATION OF Fire District, 1891 and 1892. 


1891. . 1892. Increase. , 
Personal property, $ 405,530 $ 421,685 $16,155 
Real estate, 2,054,895 2,123,800 68,905 

Totals, $2,460,425 $2,545,485 $85,060 
Tax assessed in 1892, - - - : ’ $4,072.77 
Tax voted by the District, 4,000.00 


Overlay, . SKUENG d 72.77 
Rate of taxation, 1892, $1.60 on $1,000. 


ALBERT T. SAVERY, 
JOSEPH E. BEALS, 
JARED F. ALDEN. 


Assessors of the town of Middleborough. 


a 
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Treasurer's Report, Fire Department. 


FOR 1892. 


Balance brought forward, 
Received from Collector, 
te ar weuloans 


PAID. 


Notes and Interest, 

Orders Prudential Garaditees 

Water Department, hydrant service, 
Balance, 


The District now owes :— 
Note due Nov. rst, 1893, 


te 6 1894, 
66 6 1895, 
66 6 1896, 
66 66 1897, 


Other indebtedness about, 


$ 380 11 
4123 00 
100 00 


$745 77 
2762 45 
500 0o 


$4603 11 


$4008 22 


$ 594 89 


$500 
500 
500 
500 
500 
400 


F. A. HARLOW, Zvreasurer. 


Examined and found correct, 


AMOS H. EATON, 
CHAS. W. TURNER, 
E. P. LEBARON, 
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SEVENTH ANNUAL REPORT 


WATER COMMISSIONERS. 


In accordance with the By-Laws of the District, the Board of 
Water Commissioners herewith respectfully submit their 
Seventh Annual Report, with a statement of the finances and of 
the Sinking Fund. 

At the Annual Meeting of the District in 1892, Joseph E. 
Beals was elected a member of the Board for the ensuing term 
of three years to succeed himself, his term then expiring. At 
the next meeting of the Board it organized for the year by the 
choice of E. P. LeBaron as Chairman, and Joseph E. Beals as 
Clerk and Superintendent. As Trustees of the Sinking Fund 
the organization has been the same. A. H. Eaton was chosen 
special committee on pumping station and lot, and E. P. 
LeBaron on electric wires and appliances. 

A. bond for $1500, due September 1, 1892, has been paid 
from the Sinking Fund, and the sum of $1500-has been paid 
into it during the year, and $80.50 has been added from interest 
on investments. The Sinking Fund now amounts to $1908.09, 
which is more than enough to pay the bond of $1500 due Sep- 
tember ist, 1893. 

The financial statement submitted herewith shows the net 
cost of extensions during the year to have been $2414.19, 
which has been met by a transfer of funds from the income and 
maintenance account without making any new loan. The net 


17 
cost of the works to date is $92,493.61. Bonds outstanding, 
$72,000. Deducting the amount in the Sinking Fund our net 
indebtedness stands at $70,091.91, showing payments on ac- 
count of the first cost of $22,401.70 since the works were put in 
operation. 

The following extensions have been made during the year :— 
Nemasket street from’ North street, to a point near the river 
bridge, 717.5 feet of 6-inch, with a blow-off, 10 feet of 4-inch, 
with one 6-inch gate, and one 4-inch; Coombs street, 95 feet of 
6-inch, with hydrant branch of 1o feet and one hydrant; Wash- 
burn street, from Lovell street westerly, 412 feet of 6-inch, with 
hydrant branch of 5 feet, with one hydrant and one 6-inch gate ; 
Frank street, from Everett street to Cambridge street, 446 feet 
of 4-inch, with two 4-inch gates; West End avenue, from Centre 
street southerly to the new house of Solon Robertson, 397 feet of 
6-inch, with hydrant branch of 5 feet, with one hydrant and one 
6-inch gate. A new hydrant has been set on Arch street near 
the houses of Joseph A. Shaw. Total pipe of both sizes laid 
during the year 2101.5 feet. 

Total length of all sizes in feet, to date, as follows :-— 


t2-in.  1o-in. 8-in. 6-in. 4-in. Total. 
Before 1892, 592.5 8,014.5 3,739.5 41,621.5 7,973.5 61,941.5 
In 1892, : I 645-5 450. 2;tOIS 


592.5 8,014.5 35739. 5 43,267.0 8,429. 5 64,043-0 
Total length of pipe about 121% miles. 


Hydrants set during the year, 4; whole number, : 93 
Gates set, 3 of 6-inch and 3 of 4-inch; whole number . HPT 
Service pipes put in during the year, . ; ; : 49 
Number of feet of all sizes, ‘ alin. § t P35 OL 
Number of Services to date, : : ; ( (ONY 
Number now taking water, : : : : oY Gs 
Feet of service pipe put in to date, 36,769 
Feet of service pipe within street lines, : 14,973 
Motors in use, (3 church organs and 1 coffee gcividen) 4. 
Meters set during the year, 4 33 


Meters in use, ' ‘ : . ; ; : p 179 
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Of these there are 84 Crown, 51 Hersey, 40 Nash, 1 Empire, 
1 Equitable, 1 Gem, 1 Thomson. Sizes; %-inch, 159; %- 
inch, 14; I-inch, 4; 1%4-ineh, 1; 2-inch, t. 
PUMPING STATION AND LOT. 


The pumping machinery has continued to be under the 
charge of Mr. A. R. Gurney, as heretofore. The boilers have 
been regularly inspected once in three months by representatives 
of the Hartford Steam Boiler Inspection and Insurance Com- 
pany, and have been kept in good order. The pumps have 
been quite thoroughly overhauled during the year and put in 
good order. The buildings have been repaired and painted 
inside and outside and put in good condition. The ditches 
have been dug out and some grading done on the lot. A relief 
valve has been set, more particularly for use when pumping, 
directly into the mains with the stand-pipe shut off. The sta- 
tistics of water pumped, coal consumed, etc., may be found in 
a table accompanying this report. 


STAND PIPE. 


The water was drawn from the stand-pipe in August and the 
inside was thoroughly scraped and cleaned of rust, and recoated 
with two coats of ‘*Stand-pipe black,” a preparation made for 
us by Burbank & Ryder at their varnish works in this town. 
his dries quickly, and when set gives neither odor nor taste. 
The outside of the stand-pipe was given two coats of paint made 
from best lead and oil. The large gate at the base was ex- 
amined and put in good order. 


GENERAL REMARKS. 


No leaks in the street mains have been discovered during the 
year, and only two or three in the service pipes. Two gates 
have been repaired. 

The hydrants have been tested and are supposed to be in good 
order, and the blow-ofts opened and tested. Several meters 
have been taken out and repaired, having been found on inspec- 
tion, not to give an account of themselves by registering water. 

With the exception of a few small bills which we could not 
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get in season for this report, all bills are paid. The cash on 
hand will more than pay all such bills. We have on hand 
about 1000 feet of 6-inch pipe, and a small assortment of other 
sizes, all of which has been paid for in Construction account. 

The success of our works has been greater than the most san- 
guine advocate dared predict. The constantly increasing num- 
ber of water takers and the steady growth of our village and the 
necessity for keeping up a reliable fire protection requires watch- 
ful care and diligence. The time is not far distant when a new 
supply main will be a necessity. The way for this seems to be 
opening by the desire of Dr. Edward §S. Hathaway for an ex- 
tension of the mains from Water street into his Fairview lands. 
All of his requirements will be met by laying a 6-inch pipe, 
upon which he will pay the five per cent. required by vote of 
the District. But the Commissioners feel that while making 
such an extension it should be done with a 1o-inch or 12-inch 
pipe, in such a manner that when carried through to Grove 
street and down that street to the pumping station it will form 
another supply main coming into the heart of the village through 
_ Water street. Dr. Hathaway will sell the District a lot on his 
highest land for a nominal sum to be used for a new stand-pipe 
to be built in the future when the best interests of our town re 
quire it. The Commissioners ask authority to commence upon 
these extensions and to continue them as opportunity offers. 

They do not expect that any appropriation will be needed 
which will require any tax upon the District, or that there will 
be any necessity to issue bonds beyond the legal limit. 


St ae 
% 


ZO 
The following is the financial statement for the year :— 


INCOME AND MAINTENANCE ACCOUNT. 


Collected by Commissioners and paid over to Treasurer :— 


> 


For water by schedule and meter rates, 2) a a aR a DOS es 
For water by town, for watering troughs, flushing 
sewers, puddling trenches, town. buildings, etc.- - 1500 00 
For water for fire department, hydrants and other dis- 
trict uses. : - - - - - - - - - 500 00 
For grass on pumping station lot, = 0 Agha BA - . - 21 00 
For interest on bank balances, - -~ - - ely ges 32 37 
For labor done by water works laborers, _- ; . - : 40 81 
For repairs, etc. - - tie Be - - - - : 7 90 
Total receipts on maintenance account, = - - - - $10,726 78 ' 
Ralance in treasurer’s hands, Jan., 1892, - - -— - 126 95 
$10,853 73 
Orders drawn on Treasurer as follows :— 
A. R. Gurney, engineer at pumping station, - - 750 00 
James L. Jenney, coal, - - - - - . : 629 43 
Waite, Williams & Co., oil, - - . - 22 50 
Lloyd Perkins, 2d, pipe fittings, etc., and for running 
pumps Hicthte while repairing stand pipe. 77 Q2 
Deane Steam Pimp Co., repairs,- : - bp GIR PR 
American. Steam Packing Co,, packing, - OTe G- Higggi 
L. Lincoln & Co., blacksmithing, .- - - - - 14 54 
G. G, Stillman, valves and fittings,- - - . - 7 00 
Bay State Straw Works, sal soda for boilers, - : 10 21 
Poco. Doan' supplies eset sini eee eens pe 7°79 
C. Dorigan, assisting in repairs, - : : - 100 00 
J. K.& B. Sears & Co., lumber for DAS and Staeine, 19 50 
_ H.-A. Sparrow, painting billige - 183 51 
Jones Brothers, curtains, matting, ete. : : . 35 12 
W. H. Southworth, carpenter work, ee eS te 7 20 
LeBaron Foundry Co., coating casting, - + 77 
Boston Belting Co., packing rings, 2 ie - 1 00 
Express and freight items paid, _—- ae Bt ae 750 
Sundry small bills paid by Mr. Gurney, - - - 5 50 
Pumping station expenses, $1952 46 


H. A. Sparrow, painting stand pipe, : : - - $196 90 
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Burbank & Ryder, “stand pipe black,” - - -~ - 

J. K. & B. Sears & Co., lumber for staging, - -~ - 

W.H. Southworth, labor on staging, - - - - 
Expense of repairing stand pipe, not including 
extra pumping, 

Southern Mass. Telephone Co., poles, - - - 

C. W. Buffum, setting poles and stringing wires, 


National Meter Co., meter repairs, 
Walworth Manufacturing Co., gasket, apres Fae GAR 
A. G. Hayes, labor on repairs, . - - ats 
Express, etc. on material, ad Pa ee - 


Telephone rent, 1 year, - : - - - - + 
W.R. Whitcomb, teaming, - - . - - . 
Offic@rent,1 year, - - - - - - - 
C. Dorigan, repairs, care of Hedsan tate! Cli seas ee 
Other labor, repairs, including grading and work done 
on pumping station lot, . - - at NiE- 
Samuel S. Lovell, street repairs, - - ty 
Thomas W. Peirce, tools, supplies, labor, fittings, etc. 
James M. Coombs, printing and advertising, — - - 
C. W. Turner, one-half expense of annual reports, = - 


_M. M. Copeland, advertising, Se a - 


H. L. Thatcher & Co., printing, — - Walia Si vy at 
F. W. R. Emery, book-binding, - -~— - Bae 
Postage and express items, -  - - - - 
J. E. Beals, services as clerk and superintendent, 
Commissioners for 1892, as per vote of District, - — - 


Interest on bonds at 4 per cent. - . - - - 
Total expense, including interest, 

Balance of income after paying expenses and interest, 

Paid into Sinking Fund, 

Transferred to Construction Account, 


Balance in hands of Treasurer, Jan. 2nd, 1893, 


37 00 


1500 00 


2414 19 


$238 05 


16 88 


$1318 48 
2940 00 
6498 37 
4355 30 


3914 19 
$441 17 
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CONSTRUCTION ACCOUNT. 


Collected by Commissioners, and paid over to Treasurer :-— 


For main pipe and material sold, : - - - : 48 30 

For putting in services, sale of pipe, meters, etc. - 1202 31 

Transferred from income and maintenance account, 2414 19 
Total construction receipts, - eas ane t + - _- $3664 80 

Orders drawn on the Treasurer as follows :— 

Warren Foundry & Machine Co., pipes, - -~ - 1166 03 

Ludlow Valve can rari co, gates and hydrants, 272 20 

Builders’ Iron Foundry, “globe specials,” - 9 28 

Chadwick Lead Works, pig lead, - - hore - 82 43 

Sumner & Goodwin, gate boxes, - - 5 . - 22 65 

L. Lincoln & Son, sharpening PICKS, Cts.) Jee) Va) eae 12 gO 

Bailey & Soule, iting picks, - iy ys : 22.28 

Freight bills, — - mgs ak ime n S inte eee ee 

T. W. Pierce, labor and supplies, We oa eae - g2 82 

Labor account, - . - : - - 490 16 
Expenditures on main pipe account, $2215 64 

National Meter Co., meters, - - . - - =. 29850 

nersey, Meter. Cos ge ari jepeipercs ie SP yae es sr 

Thomson Meter Co. S - - - 19 90 


D. A. Trefethen, composition fittings, 


- - 140 40 
Sumner & Goodwin, service boxes, - eOT ie 70 00 
A. G. Hayes, aR and preparing pipe, - - - 132 57 
George Woodman Co. PIRS e and fittings, = da ail wi eal ka 
. Pierce, labor and fittings, -  - Bae US 
W. R. Whitcomb, teaming, — - - 2 Age 2 35 
Walworth Manufacturing 05 tool, w= esha! Peete 250 
Freight and express bills, . - - - - 1044 
Chadwick Lead Works, lead pipe, - - - -\ - 1 80 
Making lead service pipe JOINTS, Ct. tan east - 2851 
Labor account, - - - : : - - - 42064 
Expenditures on service pipe account, - 1,449 16 
Total expenses, construction account, - - : $3,664 80 
Less amount received for pipe materials, etc., oP 1250 61 
Net cost, construction account, 1892, —- : . 2414 19 
Cost to Jan rst, 1892, - - - : . : - 90,079 42 
Total cost of works to Jan. rst, 1893, Se err ee $92,493 61 
Bond paid during the year, ~ hae Sill 1500 00 
No bond issued during the year, 

Bonds outstanding Jan. 1st., 1893, $72,000 00 
Amount in Sinking Fund, 1,908 19 
Respectfully submitted, 

EUGENE P. LEBARON, Water 
JOSEPH E. BEALS, t Commisstoners 
AMOS H. EATON. ] Ti feat a By 


Middleboro, Jan. 2, 1893. 


Treasurers Report, Water Department, 


FOR 1892. 


CONSTRUCTION ACCOUNT. 


Received from Commissioners, . 4 $1250 61 

Transfer from Maintenance account, . 2414.19 $3664 80 
PaIp. 

Commissioners’ orders, : ; ; 3664 So 


MAINTENANCE ACCOUNT. 


Balance from r8g1, : ; Lids siz Gs 
Received from Commissioners, ; os SOLD ANAT 
ae ‘¢ Interest Account, . : 3237 
ws ‘¢ Fire Department, (hydrant 
» service) ‘ : ‘ 3 500 00 $10853 73 
PAID. 
Commissioners’ orders, ; MORASS G27 
Interest on bonds, : : : : 2940 00 
Sinking fund, : : d 1500 00 
Transfer to Construction arin 2414.19 10412 56 
Balance, ; : , $441 17 


F. A. HARLOW, Zvreasurer. 


Examined and found correct, 


AMOS H. EATON, 
CHAS. W. TURNER, 
E. P. LEBARON. 


sinking Fund Account. 


FOR 1892. 
Balance brought forward from 1891, - $1,827 59 
Received int. Middleboro Savings B’k, 7 Q2 
4 ‘¢ N. Bedford Safe Dep. & T. Co., 24 58 
ay ‘¢ on Real Estate mortgage, 48 00 
fa fe oistriet *Lreasurer, 1,500 00 $3,408 0g 
Paid Bond, - - - - - - - 1,500 00 
Balance, - - - - - - $1,908 og 
Invested as follows ;— 
Real Estate Mortgage at 6 percent. - $800 00 
New Bedford Safe Deposit and Trust Co., 855 35 
Middleboro Savings Bank, - : - 252 74 $1,908 og 


F. A. HARLOW, 7Zreasurer. 


Examined and found correct, 


AMOS H. EATON, 
CHAS. W. TURNER, 
De Pe a ACN, 
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Fire District Warrant. 


To Andrew M. Wood, Clerk of Middleboro Fire District, 
Sir: 

You are requested in the name of the Commonwealth of Mas- 
sachusetts, to notify and warn all of the inhabitants of the Mid- 
dleboro Fire District, qualified to vote in town affairs, to meet 
at the Town Hall, in said district, on MONDAY, Jan. 16, 
1893, at 6 o’clock, p. m., to act on the following articles, to 
wit : 

Arr. rst. To choose a moderater to preside at said meet- 
ing. 

Arr. 2nd. To choose all necessary officers for said District 
for the ensuing year, and to choose a Water Commissioner for 
three years. 

Arr. 3d. To see if the District will pay their officers for 
the ensuing year, and act anything thereon. 

ArT. 4th. To see if the District will pay the members of 
the fire police, and the members of the several fire companies, 
also the stewards, for their services for the ensuing year, and act 
anything thereon 

ArT. 5th. To see if the District will authorize the Board 
of Engineers to contract with some person to have charge of the 
electric fire alarm, and to regulate the pay for same. 

Art. 6th. To hear reports of all officers, committees, or 
agents of the district, and act anything thereon. 

Art. 7th. To see if the District will authorize its Water 
Commissioners to extend the water mains on the East side of 
the Nernasket river, from the pumping station to Grove street, 
and through Grove, Fairview, Wareham, Water, or on such 
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other streets or ways as they may deem for the best interest of 
the district, so as to form a new supply main when such exten- 
sions are completed, and act anything thereon. 

Art. 8th. To see if the District will purchase at a nomi- 
nal sum a lot of land of Dr. E. S. Hathaway for a site for a 
stand pipe to be built upon some future time, and to act any- 
thing thereon. 

Art. gth. To see if the District will purchase additional 
hose for the use of the fire department, and act anything there- 
on. 

Art. toth. To see if the District will purchase two or more 
fire alarm boxes, and act anything thereon. 

Art. 11th. To see if the District will purchase or procure a 
bell for the Fire Alarm service, and act anything thereon. 

Art. 12th. To see if the District will purchase a bell-striker 
for the Fire Alarm service, and act anything thereon. 


Art. 13th. To make such appropriations as may be neces- 
sary to carry the foregoing articles into effect, and provide funds 
for the same, and act anything thereon. 

Arr. 14th. To raise such sums of money as the District may 
see cause, by tax or otherwise, and appropriate the same, and 
act anything in relation to raising and assessing the same, as it 
may seem expedient. 


EUGENE P. LEBARON, 
Chief Engineer Middleborough Fire District. 


Middleborough, Jan. 3d, 1893. 


ANNUAL REPORTS 


OF THE OFFICERS OF THE 


AND THE 


OF THE 


WATER COMMISSIONERS, 


FOR THE YEAR 18998. 


MIDDLEBORO: 
& Co., 


Middleboro Fire District. 


OFFICERS FOR 1893s. 


BOARD OF ENGINEERS. 


EUGENE P. LEBARON, Chief. Deceased Dec. 1, 1893. 
LUTHER S. BAILEY, /%rst Asststant. 
CHARLES W. KINGMAN, Second Assistant. 
SAMUEL S. BOURNE, Zhird Assistant. 
SAMUEL J. SPARROW, fourth Assistant. 


CLERK. 
ANDREW M. WOOD. 


TREASURER. 
FOSTER A. HARLOW, 


PRUDENTIAL COMMITTEE. 


GEORGE L. SOULE. FRANCIS M. SHERMAN. 
CHARLES W. TURNER. 


WATER COMMISSIONERS. 


AMOS H. EATON, Term expires Fan., 1894. 
JOSEPH E. BEALS, Term expires Fan., 1895. 
EUGENE P. LEBARON, Deceased Dec. 1, 189}. 


ENGINEER AT PUMPING STATION. 
A. R. GURNEY. 


ANNUAL REPORT 


Ob crs 


BOARD OF ENGINEERS 


of the Fire Department, 


In compliance with Article 4, Section 6, of the By-Laws of 
the Fire District, we submit the following report for the year 
ending December 31, 1893, giving in detail the condition of the 
Department and property of the District, together with a record 
of alarms and fires occurring during the past year, giving causes 
and losses on same, also the necessary recommendations for the 
ensuing year. 

FIRE DEPARTMENT. 

The Fire Department consists of a Chief Engineer, four 
Assistant Engineers, one Hook and Ladder Company of 25 men, 
one Chemical Engine Company of 15 men, one Hose Company 
of 20 men, four Hose Companies of 8 men each, and a Fire 
Police force of 15 men, making a total of 112 men in the 
Department. There have been very few changes in the mem- 
bership during the year. Mr. James H. Weston of the Fire 
Police died June 28; and December 1, by the death of Eugene 
P. LeBaron, the Department lost its Chief. 
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BUILDINGS. 

There are five buildings owned by the District and used for 
Department purposes, and are located as follows: House on 
School street, occupied by Hook and Ladder Company No. 1, 
Hose Company No. 1, Chemical Engine Company No. 1, and 
the Board of Engineers. House on Oak street, occupied by Hose 
Company No. 6, and also for battery room for the electric fire 
alarm. House on Courtland street, occupied by Hose Company 
No. 2. House on East Main street, occupied by Hose Company 
No. 3, and house on May street, occupied by Hose Company No. 
4. The house on Oak street has been painted on the inside dur- 
ing the past year. All the others are in good repair except 
painting, which should be attended to at once. | 


APPARATUS. 

The fire apparatus consists of one Hook and Ladder Truck, 
with equipment of ladders, hooks, etc.; one No. 4 Babcock 
double tank Chemical Engine; one Hose Wagon and four Hose 
Reels, all of which are in fair order. 

HOSE. 

The District has about 4,500 to 5,000 feet of hose that is in 
condition for Department use, 1,000 feet of new hose having been 
purchased this past year. The hose is distributed as follows ; Hose 
Company No. 1, 800 feet; Hose Company No. 2, 800 feet; Hose 
Company No. 3, 800 feet; Hose Company No. 4, 800 feet; Hose 


Company No. 6, 1,400 to 1,600 feet. Five hundred feet of this 
hose has been in use nine years. 


HYDRANTS. 


There are 96 hydrants, 3 having been added in the past year, 
All of the above are in good condition, having all been inspected 
and found in good working order. 


ELECTRIC FIRE ALARM. 


We have in use 14 Fire Alarm Boxes, 8%4 miles of line, 1 
Whistling Machine, 1 six-inch Crosby steam Chime Gong, 1 
4,495-lb. Bell, 1 No. 2 Gamewell Bell Striker, 1 eight-inch gong 
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for pumping-station, 6 Tappers for engineers’ houses, a 44-cell 
Battery, 2 Galvanometers. We have in our system one private 
box, No. 81, on the Town House. There have been added this 
past year 2 Boxes, 1 Striking Machine and the Bell. Mr. Geo. 
F’. Day has had the care of the fire alarm for the past year and 
has attended to his duties faithfully and well. The system is in 
fine condition. 
FIRES. 

There have been 10 fires during the past year, 6 bell alarms 
and 4 still alarms, with the fire loss amounting to $1,945.00, 
which is $661.50 in excess of 1892. The fires are as follows :— 

March 21, still alarm at 1: 20 p. m. for a fire in shoe shop 
on Station street, occupied by L. Osborne. Loss, $5.00; cause, 
sparks from chimney. 

April 11, 9: 40 a. m, still alarm for fire in the woods owned 
by Maria C. Lovell. Loss, $500. 

April 19, 11:15 a. m., Box 45, for a fire in the woods near 
the houses of Earl E. Ryder on Grove street. No damage to 
Ryder. Burned over 1% acres of growing oak and pine. Loss, 
$150.00. Responded to by Hose Nos. 1, 2 and 6, Hook and 
Ladder Co. No. 1, and Chemical Engine No. 1. 

May 30, 10: 47 p. m., alarm from Box 27 for fire in a shed 
near house on Montello street owned by Mrs. Randall. Loss, 
$75.00. Responded to by Hook and Ladder No. 1, Chemical 
Pant, Llose Co’s. 1, 3 and 6. 

August 13,9:30 a. m., Box 56, for fire in gas house on 
Centre street. Cause, broken pipe from naphtha tank and 
naphtha taking fire. Loss, $450.00. Responded to by Hook 
and Ladder No. 1, Chemical Engine No. 1, Hose 1, 2, 4 and 6. 
Recall 9: 53. 

September, alarm rung in from Box 34 for a fire in boxes at 
Thatcher’s. Loss, $5.00. Responded to by the whole depart- 
ment. 

October 11, alarm from Box 34, 8:30 a. m., for fire in Miss 
Crossman’s house on School street. Loss, $60.00. Responded 
to by entire department. Cause, bottle of kerosene spilt on stove. 
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October 31, 2:25 a. m., Box 45, for fire in J. Williams’s 
barn on Grove street. Loss, $700. Responded to by Hook and 
Ladder No. 1, Chemical Engine No. 1, Hose Co’s. 1, 2 and 6. 
Cause unknown. 

November 25, still alarm for a fire in the woods on Barden 
Hill. Extinguished by a member of the Department. 

December 24, still alarm fire in Methodist church. Extin- 
guished by the pastor. 

RECOMMENDATIONS. 

We would recommend two new boxes for fire alarm system, 
also that the buildings owned by the District be painted. In con- 
clusion, we would extend our thanks to the members of the dif- 
ferent Companies and the Fire Police. Also to the Prudential 
Committee for the manner in which they have performed their 
duties in caring for the property and finances of the District. 


Respectfully submitted, 


LuTHER S. BAILeEy. 
CHARLES W. KINGMAN. 
SAMUEL S. Bourne. 
SAMUEL J. SPARROW. 


Board of Engineers 
of 


Fire District. 


ROSTER OF THE FIRE DEPARTMENT. 


HOOK AND LADDER COMPANY NO. 1. 


STATION, ScHooL St., BETWEEN CENTRE AND PEIRCE Sts. 


Badge. Name. Age. Rank. Residence. Occupation. 
21 F. A. Churbuck 45 Foreman __ Jackson st Shoemaker 
22 A. F. Whitcomb 26 1st Asst. do. No. Main st Teamster 
25 George F. Day 38 2d Asst. do. Clifford st Finisher 
24 E. L. LeBaron 24 Clerk Courtland st Manfr 
eet kh. ay 48 Ladderman Oak st Laborer 

39 C. W. Maxim 35 % Forest st Manfr 

26 C. E. Morrill 4l ae Everett st Moulder 
27 Geo. W. Perkins 25 Axeman Water st Machinist 
28 Alton Caswell 3c Ladderman Water st Shoemaker 
29 John A. Caswell 22 as North st + 

30 S. B.S. Keyes 40 t Centre st Moulder 
31 E. F. LeBaron 34 “ Southwick st ¥ 

e205 t1. Keyes 28 4 West st ce 

33 A. R. Keyes 38 : Centre st a8 

34 E. F. Pierce 40 “4 Clifford st Carpenter 
35 Walter Coombs, 27 af Southwick st Shoemaker 
36 Clifford S. Lovell 25 HY Centre st Moulder 
37 C. E. Harlow 36 % Southwick st a 

38 F. W. Hasty, 2 i No. Main st Shoemaker 
40 L. G. Whitcomb 25 Hy Main st ‘ 

41 L. B. Mendall 2 2 Peirce st Carpenter 
42 George Burnham 35 “ School st Laborer 

43 Fred T. Churbuck 24 2 Jackson st Shoemaker 
44 John Glass 31 bs West st Moulder 

45 E. L. Folger 25 - Oak st Teamster 
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CHEMICAL ENGINE COMPANY NO. 1, 


STATION, SCHOOL StT., BETWEEN CENTRE AND PEIRCE STS. 


Badge. Name. Age. Rank. Residence. Occupation. 
49 Ira Tinkham 36 Foreman Barrows st Merchant 
47 E. F. Doherty 38 tst Asst.do. Main st Printer 

48 C. F. Harrington 33 2d Asst.do. Peirce st Clerk 

52 J. H. Cushing a7iClerk Centre st Merchant 
50 B. F. Jones 37 Engineman School st "% 

51 H. D. Smith 30 Bucketman Everett st Clerk 

53 James J. Curley 40 Hoseman Clifford st Shoemaker 
54 J. M. Luippold 55 Hoseman Barrows st . 

55 Thos. Curley 38 Bucketman Water st ‘ 

59 Henry Soule 23 Oak st Clerk 

56 M. Leahy 39 eS Everett st Laborer 

60 W. S. Atwood 29 4 ¥ Shoemaker 
48 T. F. Creeden 44 ne Water st Florist 

46 John Walsh 38 ms by Teamster 
Seve Lala 22 ae Oak st. Clerk 


HOSE COMPANY NO. 1, 


STATION, ScHooL St., BrwEEN CENTRE AND PEIRCE STS. 


Badge. Name. : Age. Rank. Residence. Occupation. 
97 Matthew Cushing 33 Foreman Water st Merchant 

99 Fred M. Jenney 31 1st Asst. do. Peirce st Teamster 

1or M. W. Peasley 41 2d Asst. do. Rock st Hostler 

102 W. O. Clark 21 Hoseman Oak st Clerk 

98 C. W. Barden 39 Hydr’tman Water st Upholsterer 
102 Seth L. Holmes 26 Hoseman Main st Confectioner 
100 W. M. Chipman 26 Barrows st Shoemaker 
104 P. R. Harlow 24 Clerk Main st 


HOSE COMPANY NO. 2. 


STATION, CouRTLAND ST., NEAR MAIN. 


Badge. Name. Age. Rank. Residence. Occupation. 
62 Charles E. Endres 29 Foreman  Oakst Painter 

63 C. S. Coombs 24 1st Asst.do. So. Main st Shoemaker 
66 E. J. Keith 25 2d Asst. do. High st Carpenter 

64 F. W. Woodward 30 Clerk Southwick st Clerk 

67 E. H. Shaw 22 Hoseman Court Endave Carpenter 

68 E. L. Bates 24 y Courtland st a 

65 E. E. Coombs, 22 “ South Main st Me 


61 J. L. Smith Borer cs Elm st “ 
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HOSE COMPANY NO, 3. 


STATION, East MAIN STREET, NEAR STAR MILLs. 


Badge. Name. Age. Rank. Residence. Occupation. 
69 John F. Perry, 32 Foreman Star av Clerk 

73 H. Batchelder, 28 1st Asst.do Montello st Shoemaker 
76 Thomas Bray, 32 2d and Clerk East Main st Overseer 
71 S. B. Holmes, 39 Hoseman, 5) ae Machinist 
74 W.A.Cummings, 38, Hydrantman Water st Moulder 
72 Joseph Morris 27 Hoseman Montello st Laborer 

75 Ezra Chace, 30 © rs Finisher, 
7c Charles L. Rudolph 31 4 East Main Weaver 


HOSE COMPANY NO. 4. 


STATION, CoRNER VINE AND May STREETS. 


Badge. Name. Age. Rank. Residence. Occupation. 
105 John Morrison 29 Foreman, Centre st Finisher 
i211. B. West, 37 2d Asst.do Vine st Teamster 
11t Patrick Grant 24 Everett st Laborer 
110 Thomas Boucher 21 Hydrantman Centre st 

106 John J. Sullivan 20 ve s Shoemaker 
107 James Galligan 40 Hoseman West st Moulder 
108 Owen A. Lloyd 21 z 

109 James O’Hara 25 Clerk Vine st Laster 


HOSE COMPANY NO. 6. ; 


STATION, OAK STREET, BETWEEN HIGH AND CENTRE Sts. 


Badge. Name. Age. Rank. Residence, Occupation. 
79 A. J barat. 43 Foreman Everett st Painter 
go H. E. Brai ey 30 1st Asst. do North Farmer 
81 A. F. Sherman 32 2d Asst.do School Cutter 
82 J. L. LeBaron 25 Clerk Oak Moulder 
aes is Gay, jr. 28 Hoseman 2 Painter 
84 M. A. Merrick 28 ¥ Centre Fireman 
85 R. J. Brett 37 Hydrantman Forest Painter 
80 J. B. Lamb 33 Hoseman ___ Lovell Carpenter 
87 A. L. Champlain 26 : Centre Teamster 
83 John McNeil 33 ‘ No. Main st Carpenter 
gt W. F. Chandler 29 “f Forest Shoemaker 
94 Lewis Drew 31 a Oak 
96 W. G. Perkins 28 7 Monitee 
89 S. E. Bisbee 26 % a Shoemaker 
95 C. F. Thomas 26 Everett $255 
g2 A. M. Rogers 23 i Arch Stitcher 
88 W. J. Francis 21 a Everett Shoemaker 
86 O. S. Besse 25 Arch 4 

A. W. Peterson 22 . Oak “: 


77 « 
78 Frank Perkins 42 ‘s Centre Clerk 


Name. 


James H. Weston, 
Samuel S. Lovell 
Alvin P. Vaughan 
Everett T. Lincoln 
William O. Penniman 
Samuel Shaw 
Leander M. Alden 
C. W. Drake, 
Frank M. Sherman 
Otis L. Barden 
Henry W. Sears 
James Russell 

L. P. Brown 

Chas. Bump 
Nelson Shaw 


Captain 
ist Sergeant 
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FIRE POLICE. 


Rank. Residence. 


Centre st 
sd School 
Water 
School 
Centre 
Oak 
Main 
High 
Myrtle 
Main 
East Main 
Pearl 
School 


Occupation. 
Carpenter 
Teamster 
Carpenter 
Blacksmith 
Shoemaker 
Merchant 
Gunsmith 
Druggist 
Overseer 
Barber 
Lumber Deal’r 
Overseer 
Merchant 
Overseer 
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REPORT OF PRUDENTIAL COMMITTEE, 


MIDDLEBORO FIRE DEPARTMENT FOR 1893. 


_ The appropriation for current expenses and interest for the 
Fire Department for 1893 was $3,000. 


Bills for the following amounts have been approved by your 


Committee and paid by the Treasurer, including the purchases 
made by special appropriation for alarm bell, striker, new hose 


and new boxes. 


Fuel, $ . 78.495 
Printing, : 52 12 
Gas, ; : 45 79 
Registration of voters, 22 50 
Collection of taxes, 41 35 
Care of fire alarm, II5 00 
Lumber, nails, etc., 88 66 
Repairs and supplies, 140 44 
Labor and teaming, 74 80 
Concreting, 14 60 
New furnishing, 17 12 
Fire alarm bell, 1,148 93 
Fire alarm striker, 600 00 
Fire alarm boxes, 150 75 
Setting up bell, 125 00 
One thousand feet new hose, 600 oo 
Miscellaneous expenses, 137555 
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Pay roll of officers, 


66 


stewards, 
Chemical ee GH me 
Hose Co. No. 1, 


66 2 


66 3, 
66 4, 
66 6, 


Enterprise Hook and Ladder Co., 


Fire police, 1892 and 1893, 


F. M. SHERMAN, 
GEO. L. SOULE, 
CHAS. W. TURNER, 


200 00 
100 OO 
225 00 
120 0O 
128 00 
130 00 
124 75 
344 5° 


372 00 
46 25 


$5,243 34 


Prudential Committee, M. F. D. 


Lz 


Collector’s Report for 1893. 


C. T. THaTcHER, CoLLEcToR, 


To MippLEesoro Fire District, Dr. 


Cash on hand, balance from last year, . ; SUN Le, ale i | 
Taxes uncollected for 1887, . ‘ : ‘ I 50 
a eee $s LGGOs) ye : : ; : 222 
aS 1889, . : : : : 9 36 
he 6 IGOO;.) : : ; : 68 09 
x ol. 1ro9ry : . : : 114 15 
1 as 1892, . . ; : : 575 17 
Taxes committed, 16935' : ; : 2 4, OFFues 
Interest collected, . : ; : , : 26 43 
$5,158 66 
Cr. 

By taxes uncollected for 1887, . : » $150 

ss +a 1889, ° . : . 657 

5s pe TSQ0;" '- : . 5147 

4, se TOOL tr. : - 59 97 

MY 1892, . : 2 1856.12 

As 48 TSOSs ins - Te iley acts. 

By taxes remitted, . ; : 8 45 


By cash paid F. A. Hagia roeesaunets at 
different times, . : . ° » 4,038 15 
By cash on hand, _. : : : : 34 02 


$5,158 66 
C. T. THATCHER, Collector. 


Assessors’ Report. 


VALUATION OF Fire DistrIcT, 1892 AND 1893. 


1892. 1893. 
Personal property, $421,685 $399,146 
Real estate, 2,123,800 2,229,500 


$2,545,485 $2,628,646 


Tax assessed in 1893, 
Tax voted by the District, 


Overlay, 


Rate of taxation, 1893, $1 55 on $1,000. 


Dec. $22,539 
Inc. 95,700 


Inc. 7%, een 


$4,074 40 


- 4,000 00 


$74 40 


ALBERT T. SAVERY, 


JARED F. ALDEN, 


EDWIN F. WITHAM, 
Assessors of the Town of Middleborough. 
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Treasurer's Report, Fire Department, 


Balance brought forward, 
Rec’d from Collector, 
Rec’d from loans, . 


FOR 1893. 


$ 594 89 
4,038 15 
3,300 00 $7,933 04 


PAID. 

Notes and interest, : . Mido y iniey 

Orders, Prudential Comeanice’ ; - 55243 84 

Water Department, hydrant service, 500 00 $7,419 47 

Balance, $513 57 
The District now owes : — 

Note due November 1, 1894, ; ’ - $500 00 
6 es TOO5 5) 5 ' A i 2 OSG 
6 A L5O0s : . 500.00 
AS 4, 1897, : : p . - - 2500%0G 
«4 sis TO eas ss : : : | 500%so 
he mt EDOO ss | ee . : ; - 50000 
- a 1900, . ° : : . 500 00 
ee sy IQOI, . . ; : « SOCK 
i: a 1902, . . . . . 500 CO 

Other indebtedness about . , : - 45000 


F. A. HARLOW, Zreasurer. 


Examined and found correct. 


AMOS H. EATON, 


For Water Commisstoners. 


CHAS. W. TURNER, : 


For Prudential Committee, M. Fr. D. 


C. W. KINGMAN, 


for Board of Engineers. 
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Treasurer's Report, Water Department. 
FOR 1893. 


CONSTRUCTION ACCOUNT. 


Received from Commissioners, . ; $ 687 16 
é ‘¢ Temporary Loan, : 700 OO 
Transfer from Maintenance account, . 35893 36 $5,280 52 
Parp. 
Commissioners’ orders, : : : : : $5,280 52 


MAINTENANCE ACCOUNT. 


Ballance from 1892, . : piles sella ik: FB Sy 4 
Received from Commissioners, : 11,241 79 
oF *¢ Interest account, : 50 71 
a ‘¢ Fire Department, f 50000 $12,233 67 
PAID. 
Commissioners’ orders, : ; 7) DR S28 eS h 
Interest on Bonds, : : 1 1,440 00 
Sinking Fund, ‘ ; ; 1,500 00 
Transfer to Construction account, : 3,893 36 $12,192 91 
Balance, : : $40 76 


F. A. HARLOW, Treasurer. 
Examined and Approved, 


AMOS H. EATON, for Water Board. 
CHARLES W. KINGMAN, for Board of Engineers. 


Middleboro, Jan. 6, 1894. 
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Sinking Fund Account. 


FOR (893. 
Balance at beginning of year, ; » $1,908 og 
Received int Middleboro Savings B’k, 10 18 
5s ‘*N. B. Safe Dep. & T. Co. 31 52 
RS ‘¢ on Real Estate Loan. 48 00 
nS from District Treasurer, 1,500 00 $3,497 79 
Paid Bond due Sept. 1, 1893. 1,500 00 
Balance, Jan. 1, 1894, ; - $1,997 79 
Invested as follows :— | 
Real Estate Mortgage at 6 per cent. $800 00 
New Bedford Safe Deposit & Trust Co. 886 87 
Middleboro Savings Bank, . 310 92 $1,997 79 
JOSEPH E. BEALS, | ier dee 
AMOS H. EATON. SHHESAD Fund: 


F. A. HARLOW, 7vreasurer. 
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EICHTH ANNUAL REPORT 


OF THE 


WATER COMMISSIONERS. 


The Board of Water Commissioners, in accordance with es- 
tablished law and usage, herewith respectfully submit their 
Eighth Annual Report, covering the work of the department for 
the year 1893, with a statement of the finances and the Sinking 
Fund. | 

The District at its annual meeting in 1893 elected Eugene P. 
LeBaron as a member of the Board for the ensuing term of three 
years, to succeed himself, his term then expiring. The Board 
at its next meeting organized for the year by electing Mr. 
LeBaron as Chairman, and Joseph E. Beals as Clerk and Super- 
tendent. As Trustees of the Sinking Fund Mr. LeBaron was 
chosen chairman and Mr. Beals clerk. A. H. Eaton was chosen 
special committee on pumping station and lot, and Mr. LeBaron 
on electric wires and appliances. 

The sum of $1,500 has been paid into the Sinking Fund dur- 
ing the year, and $89.60 has been added from interest on invest- 
ments. From the Sinking Fund a bond for $1,500, due Sep- 
tember 1, 1893, has been paid, leaving the amount now at 
$1,997-79, which is more than enough to pay the bond of 
$1,500 due September 1, 1894. 
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As may be seen by the financial statement submitted herewith, 
the cost of extensions has been quite large, amounting to $4,- 
593-36, which has been met by a transfer of $3,893.36 from 
maintenance account, and by a temporary loan of $700, made 
in closing the accounts of the year, and which will be paid from 
the receipts of the new year before this reaches the printer’s 
hands. No new bond has been issued. The net cost of the 
works to date is $97,086.97. Bonds outstanding, $70,500. De- 
ducting the amount in the Sinking Fund and adding the tem- 
porary loan, our net indebtedness will stand at $69,202.21, 
showing the amount of «debt to be $27,884.76 less than the cost 
of the works. 


EXTENSIONS. 


The following extensions have been made during the year :— 

Everett street, northerly to new house of J. H. Holmes, 47 
feet of 6-inch. 

Arch street from Cambridge street to former dead end, 279.5 
feet of 6-inch, with one 6-inch gate; also, from Everett street to 
Forest street, 288.5 feet of 8-inch, with one 8-inch gate. A new 
8-inch gate was set in Forest on the north side of the Arch street 
crossing. 

Cottage court, from Arch street northerly, on land of M. O. 
Rounseville, 381.5 feet of 4-inch, with one 4-inch gate and one 
hydrant. 

Wareham street, from Water street to Fairview street, 381.8 
feet of 12-inch, with two 12-inch gates and one 4-inch gate. 

Fairview street, from Wareham street southerly, across land 
of Roland C. Clapp and Dr. E. S. Hathaway, 1295.2 feet of 
12-inch, with one 12-inch gate, and two hydrants, with 12 feet of 
6-inch for hydrant branches. 

Warren avenue, from Centre street southerly to the new house 
of Miss S. A. Beaton, 287 feet of 6-inch, and one 6-inch gate. 


ZO 


As noted above, the extension through Fairview as author- 
ized by vote of the District, has been begun. About one-half of 
the distance from Wareham to Grove street has been putin. It 
It was the original plan to be about three years in completing 
the circuit, but the leak found under the river reminds us that it 
may be the part of safety, in order to guard against possible con- 
tingences, to complete it sooner than at first contemplated. 
And, as pipe bids fair to be unusually low, it may be best to 
complete it the coming season. 

Total length of pipe of all sizes, to date, as follows :— 


12-in. 10-in. 8-in. 6-in. 4-in, Total. 
Before 1893, 592.5 8,014.5 3,739-5 43,267.0 8,429.5 64,043.0 
In 1893, _1,677-0 288.5 625.5 381.5. 2,072.5 


, "2,269.5 8,014.5 4,028.0 43,892.5 8,811.0 67,015.5 
Total length of main pipe now about 12 7-8 miles. 


Hydrants set during the year, 3; whole number, . 96 
Gates set: 3 of 12-inch; 2 of 8-inch; 2 of 6-inch; 

2 of 4-in. Whole number, . : é : ; 120 
Service pipes put in during the year, : : , 29 
Number of services to date, . ‘ : : , 646 
Number now taking water, : ; ies , 643 
Number of feet put in during the year, . ; : 1,546 
Feet of service pipe put in to date, . ; ; Meee 
Feet of service pipe within street lines, . : - 15,544 
Motors in use (3 church organs and 1 coffee grinder), 4 
Meters set during the year, ‘ 5 : : , 33 
Meters in use, . : : 212 


Of the meters in use Baie are 84 Gone sh Hetees 55 Nash, 
2 Empire, 1 Equitable, 1 Gem, 11 Thompson, 6 Neptune, 
1 Hersey Disc. Sizes: 1-2 and 5-8-inch, 190; 3-4-inch, 14; 
I-inch, 43; 2-inch, 3; 3-inch, rt. 

PUMPING STATION AND LOT. 

The machinery at the pumping station has been, as heretofore, 
under the charge of Mr. A. R. Gurney. The boilers are kept 
insured in the Hartford Steam Boiler Inspection and Insurance 
Company, which secures a careful inspection at least once a 


eagle 


year and an examination at least once in three months, and they 
are reported in good condition. The pumps have received con- 
siderable attention during the year and have been carefully re- 
paired whenever needed, and are believed to be in good condi- 
tion for duty. The statistics of the pumping record will be 
found in a table, on another page. The expense for coal during 
the year has been larger than before, owing to a steady increase 
in the amount of water pumped. There is also a larger stock 
on hand than at last report. 
CENERAL REMARKS. 

The only leak of any size in our main pipes since they were 
put in was discovered during the past year. It was found that 
water was disappearing faster than could be accounted for, and 
careful and diligent search was made. The leak was located in 
one of the joints of the ro-inch pipe under the river near the 
Grove street bridge. The services of a diver were secured and 
the leak carefully examined and repaired on the 12th and 13th 
of September. 

By the change in the location and grade of North Main street, 
as laid out by the County Commissioners, three hydrants and 
two service boxes had to be dug up and moved, and the grade 
changed of all the service boxes on the street, involving quite an 
amount of labor and expense. 

The hydrants and blow-offs have all been carefully examined 
and tested several times during the year. All meters found to 
be not registering have been taken out and repaired. As may 
be seen by the statistics, the number of meters in use is constantly 
increasing. All of our larger users of water are supplied 
through meters. 

A few small bills are unpaid, which we could not get in sea- 
son for this report, but the cash on hand will pay all such bills. 
We have a stock of service pipe and fittings on hand, probably 
enough for the coming year, We have also, a working stock of 
4-inch and 6-inch main pipe and specials, which have been 
paid for and are included in the construction account. 


i) 
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No decisive action has been taken in regard to a location for a 
new stand-pipe upon the Fairview lands, and it is possible that 
when a location is finally made it may be best to accept a lot of- 
fered by E. Robinson Esq., located near Wareham street, at the 
top of the hill. 

We cannot close this report without reference to the death of 
the Chairman of the Board, Mr. Eugene P. LeBaron. His long 
service as a Water Commissioner, his excellent judgment, his 
strict integrity, his keen sense of justice, his interest in the 
affairs of the District, his genial manners and kind heart won for 
him not only the confidence of the people, but the love and the 
esteem of his associates. It was with no common sorrow that 
they assisted at his burial, but with a sense of sincere grief, 
lightened, however, by the thought, that 


“Tf there’s another world, he lives in bliss. 
If there is not, he made the best of this.”’ 
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The following is the financial statement for the year :— 


INCOME AND MAINTENANCE ACCOUNT. 


Collected by commissioners and paid to Treasurer :— 


For water by schedule and meter rates, - - 


For Water by town for town buildings, watering troughs, 


puddling trenches, and public purposes, — - 


For water by fire department, hydrants, and other pidtrice 


uses, ee Er Th oh ne eae er . 
For grass on pumping station lot, - - - - 
For interest on bank balances, : . - 
For labor and repairs by water works’ iahorevsy 
Total receipts on maintenance account, 
Balance in treasurer’s hands, Jan. 1893, 


Orders drawn on Treasurer as follows :— 


A. R. Gurney, engineer at pumping station, - 
A. R. Gurney, sundry bills ca . : - 
James L. Jenney, coal, - . - - 
Waite, Williams & Co., oil, - - - - 
Sumner& Goodwin, fittings, etc, - - - - 
Dean Steam Pump Co., repairs, . -~ - - . 
Blacksmithing bills, - - . - : . 
Sal soda for boilers, sur aie i ae ae 
C. Dorigan, labor on repairs, etc., - - — - - 
H. J. Roberts, mason work, - - - - . 
Rubber packing, etc., - ie Soa UNL 
T. W. Pierce, supplies, etc.,  - Banh : 
rocier, I. Doane, supplies, etc., - - - : 
Lloyd Perkins, 2d, labor, etc., on Cee SMe 
Thermometers and repairs, - ne 


Pumping station expenses, 


Bailey & Soule, standpipe repairs, 1892, -  -~ - 
SPELT. © 1+ sk aaee ee GR Le | eg 
Telephone rent, 1 year, - 1 : 
C. Dorigan, repairs, care of Rorieatte: roy hake 
National Meter Co., meter repairs, 2 b : 
S. S. Lovell, street repairs, carting, etc. - - - 
Thomas W. Pierce, labor and supplies, -_ - 


$ 72000 
2 76 
1,407 40 
43 00 
42 96 
48 24 
21 04 

7 89 
246 60 
6 60 

4 07 

10 0g 
13 67 

9 24 
855 


3 96 
25 00 
85 00 
189 70 
I1 0S 
30 25 
39 58 


$9,687 99 
1,500 00 


500 00 

21 00 

50 7! 

32 80 
$11,792 50 
441 17 


$12,233 67 


$2,592 11 


A. G. Hayes, labore egies i kes ia! cue ln 


3 58 

J. & G. E. Doane, supplies, Ma eet a 1 a 2 50 
J. K. & B. Sears, lumber and paint, PUA ure 5 41 
Printing and advertising, Be ary ae - 20 38 
T. G. Ford, repairing tools, SA MN ey 3, 3 10 
Sundry labor bill, a5, 1) ela Rica lw A ae terme aS ps Vir 
Postage, express, and sundry small bills, - - - 37 51 
Diver and expenses on leak under river, - “ - 46 94 
Commissioners for 1893, as per vote of District, - 300 00 
J. E. Beals, clerk and superintendent, — - “ - 500 00 

General expenses, 
Interest on bonds, - ‘ P . . “ - 

Total expenses, including interest, 
Balance of income, after paying expenses and interest, 
Paid into Sinking Fund, - - - = +$1,500 00 
Transferred to Construction Account, - - - $3,893 36 


Balance in hands of Treasurer, Jan. 1st, 1894. 


$1,317 69 


2,889 75 


$6,799 55 


$ 


51434 12 


51393 36 
40 76 
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CONSTRUCTION ACCOUNT. 


Collected by Commissioners and paid Treasurer :— 


For putting in services, sale of pipe, meters, etc., $ 687 16 
Transferred from income and maintenance account, - 3,893 36 
From temporary loan, -~ - subsea Fete] + =) ies Mis a 760 00 

Total construction receipts, $5,280 52 


Orders drawn on the Treasurer as follows :— 


Warren Foundry & Machine Co., pipe and specials, $2,419 84 


Labor account, pipe laying, a et ay ee 50.25 
Ludlow Valve M’f’g Co., gates and abies TR ET SAG, 
Coffin Valve Co., gates, - - RN Ne 44 00 
Chadwick Lead Works, pig feat aya ih ia ters E 157 20 
T. W. Pierce, labor and supplies, pipe laying, - 107 56 
J. & G. E. Doane, pulley and rope, -- besoin dine - 871 
Bementilise ahs Ne ee 5) SS ye 8s 93 
Carting pipe, - - - - “ : - t 46 13 
Sumner & Goodwin, gate boxes, - 5 : 22 65 
Builders’ Iron Foundry, “globe specials,” ee ar 5 16 
Hemp gasket, Pay Fey A a MN OVS CE 21 47 
Fuel POPOL ACAd, = a ae, ee a 4 85 
errin, Seamans & Co., pipe jointers. - - - 14 30 
Sharpening picks, tools, etc., - - : : $ II 35 
P. M. Blake, engineering, - - : : . 26 94 
Damagestoteamintrench, - - - - - 19 40 
‘i Expenditures on main pipe account, $4,138 91 
Sumner & Goodwin, pipe and fittings, - - - 327 71 
George Woodman Co. pipe and fittings, -~— - : 23 63 
. A. Trefethen, composition fittings, - - - 154 55 
Walworth Manufacturing Co., fittings, — - : ‘ 4 60 
A. G. Hayes, lining pipe, and lead joints, - a= 137 32 
T. W. Pierce, labor and supplies, - - - - 36 28 
Labor account, - - - - - . - - 204 02 


Thomson Meter Co., meters, - - - - ~- 52 20 


National Meter Co., Meters, -~— - 
Neptune Meter Co., meters, 4 ie 
Freight bills, and sundry items - 


Expenditures on service pipe account, 

Total expenses, construction account, 
Less amount received for pipe, meters, etc., 

Net cost, construction account, 1893, 


Cost to Jan. 1st, 1893, Shades he 


Total cost to Jan. 1, 1894, - 
Bond paid during the year, 
No bond issued during the year, 
Bonds outstanding, Jan. 1, 1894, 
Temporary loan due, - - - - 
Amount in sinking fund, -~ - 


Respectfully Submitted, 


JOSEPH E. BEALS, | 


AMOS H. EATON. f 


MippLeporo, Jan., 1894. 


r 99 5° 
. - 50 40 
II 50 


1,141 61 

: 5,280 52 
- : 687 16 
SY ty 45593 36 
Nes 92,493 61 


< f $97,086 97 
$1,500 00 


70,500 00 


- - 700 00 
2 1,997 79 


Water Commissioners. 
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Fire District Warrant, 


To Andrew M. Wood, Clerk of Middleboro Fire District, 
Sir: 

In the name of the Commonwealth of Massachusetts you are 
hereby requested to ‘notify and warn all of the inhabitants of the 
Middleboro Fire District, qualified to vote in town affairs, to 
meet at the Town Hall, in said ‘District, on MONDAY, Janu- 


ary, 15th, 1894, at 60 clock, p- ‘m., to act on the following arti- 
cles, to wit: | 


ArT. Ist. To choose a “moderator to preside at said meet- 
ing. 
ArT. 2nd. Tochoose all necessary officers for the District 


for the ensuing year, and one Water Commissioner for three 
years, and one for two years (to fill vacancy). 


ArT. 3d. To see if the District will pay their officers ee 
the ensuing year, and act thereon. 


ArT. 4th. To see if the District will pay the members of 
the fire police, and the members of the several fire companies, 
also the stewards, for their services for the ensuing year, and act 
thereon. : 


ArT. 5th. To see if the District will authorize the Board of 
Engineers to contract with some person to have charge of the 
electric fire alarm, and regulate the pay for same. 


Art. 6th. To hear reports of all officers, committees, or 
agents of the District, and act anything thereon. 
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Art. 7th. Tosee if the District will authorize the Board 
of Engineers to locate a fire alarm box in School street. (By 
request). 


Art. 8th. To see if the District wlll authorize the purchase 
and location of one or more additional fire alarm boxes the pres- 
ent year, and act thereon. 


Art. goth. To see if the District will authorize the location 
of a bell striker at the Star Mills, for the Fire Alarm Service, 
and act thereon, (by request). 


ArT. toth. To see if the District will vote to alter or amend 
its By-Laws so that the Annual Meeting shall be held on 
some day in December in each year, with other alterations con- 
forming thereto, and act anything thereon. 


ArT. 11th. To make such appropriationsas may be necessary 
to carry the foregoing articles into effect, and to provide funds 
for the same, and act anything thereon. 


ArT. 12th. To raise such sums of money. as ties Distice 
may see cause, by tax or otherwise, and appropriate the same, 
and act anything in relation to raising ; and assessing the same, as 
it may seem expedient. 


\ 


vee 


LUTHER S. BAILEY. )  Enginvers 
CHARLES W. KINGMAN, $ of the 
SAMUEL S. SPARROW. | fire Department. 


. ~ cos ‘ 
MippLEBoRO, Jan. Ist, 1894.' ‘ 
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ANNUAL REPORTS 


OF THE OFFICERS OF THE 


Middleboro Fire District, 


AND THE 


NINTH ANNUAL REPORT 


OF THE 


WATER COMMISSIONERS, 


FOR THE YEAR 1894. 


MIDDLEBORO: 
H. L- THATCHER & Co., PRINTERS, 


1895. 


Middleboro Fire District. 


OFFICERS FOR i894. 


BOARD OF ENGINEERS. 
CHARLES W. KINGMAN, Ciéef. 
LUTHER S. BAILEY, frst Assistant. 
SAMUEL’ J. SPARROW, Second Assistant. 
FREEMAN A. CHURBUCK, Zhird Assistant. 
GEORGE F. DAY, “Fourth Assistant. 


CLERK. 
ANDREW M. WOOD. 


TREASURER. 
FOSTERS A. HARLOW: 


PRUDENTIAL COMMITTEE. 


GEORGE L. SOULE, FRANCIS M. SHERMAN, 
CHARLES W.. TURNER. 


WATER COMMISSIONERS. 


AMOS H. EATON, Term expires Jan., 18097. 
oom rH LH. BEALS. Term exptres Jan., 1895. 
FOSTER A. HARLOW, Term expires Jan., 1896. 


SUPERINTENDENT OF FIRE ALARM. 
GEORGE F. DAY. 


ENGINEER AT PUMPING STATION. 
Awe. “GURNEY, 


Norr.—The change in time of holding the Annual Meeting makes it possible to give the 
list of officers for 1895, as seef on next page, but in order to preserve a printed list for every year, 
the officers for 1894 are given asabove. In the pages of the Report the Roster of the Fire 
Department is given for 1894, and also for 1895. 


Middleboro Fire District. 


OFFICERS FOR i895. 


BOARD OF ENGINEERS. 


CHARLES W. KINGMAN, Chief. 

SAMUEL J. SPARROW, irs? Assistant. 
FREEMAN A. CHURBUCK, Second Assistant. 
‘GEORGE F. DAY, Third Assistant. 

A. FRANK SHERMAN, fourth Assistant. 


CLERK. 
ANDREW M. WOOD. 


TREASURER. 
FOSRE Run ELA RITEOW. 


PRUDENTIAL COMMITTEE. 


GEORGE L. SOULE, FRANCIS M. SHERMAN, 
CHARLES W. TURNER. 


WATER COMMISSIONERS. 


AMOS H. EATON, Lerm expires Jan., 1897. 
JOSERH Ee. ghiAis: Term exptres Jan., 1898. 
FOSTER A. HARLOW, Term expires Jan., 1896. 


SUPERINTENDENT OF FIRE ALARM. 
GEORGE F. DAY. 


ENGINEER AT PUMPING STATION. 
Avia GURNEY, 


ZeNU Sila Aloe EE PORTE 


—- OF THE 


BOARD OF ENGINEERS 


of the Fire Department. 


In compliance with Article 4, Section 6, of the By-Laws of 
the Fire District, we submit the following Report for the year 
ending December 31, 1894, giving in detail the condition of the 
Department and property of the District, together with a record 
of alarms and fires occurring during the past year, giving causes 
and losses on same, also the necessary recommendations for the 
ensuing year. 

Fire Department. 

The Fire Department consists of a Chief Engineer, four 
Assistant Engineers, one Hook and Ladder Company of 25 men, 
one Chemical Engine Company of 15 men, one Hose Company 
of 20 men, four Hose Companies of 8 men each, and a Fire 
Police force of 15 men, making a: total of 112 men in the 
Department. 
Buildings. 

There are five buildings owned by the District and used for 
Department purposes, and are located as follows: House on 
School street, occupied by Hook and Ladder Company No. 1, 
Hose Company No. 1, Chemical Engine Company No. 1, and 
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the Board of Engineers. House on Oak street, occupied by 
Hose Company No. 6, and also for battery room for the electric 
fire alarm. House on Courtland street, occupied by Hose Com- 
pany No. 2. House on East Main street, occupied by Hose 
Company No. 3, and house on May street, occupied by Hose 
Company No. 4. Slight necessary repairs have been made at 
all the houses the past year and with painting they will all be in 
fair condition. 
Apparatus. 

The fire apparatus consists of one Hook and Ladder Truck, 
with equipment of ladders, hooks, etc., one No. 4 Babcock 
double tank Chemical Engine ; one Hose Wagon and four Hose 
Reels. 

Hose. 

The District has about 4,500 feet of hose that is in condition 
for Department use. No new hose has been purchased the past 
year. The hose is distributed as follows: Hose Company No. 1, 
Soo feet; Hose Company No. 2, S00 feet ; Hose Company No. 3, 
Soo feet; Hose Company No. 4, 800 feet ; Hose Company No. 6, 
1,300 feet. 

Hydrants. 

There are 99 hydrants, 3 having been added in the past year. 
All of the above are in good condition, having been inspected 
and found in good working order. 


Electric Fire Alarm. 

We have g miles of line, 17 Signal Boxes, one No. 2 Game- 
well Bell Striker, 1 4,495-lb. Bell, 1 Whistling Machine, 1 six 
inch Steam Chime Gong, 1 eight inch Gong for pumping sta- 
tion, 8 Tappers on the line, 5 for engine houses, a 50 cell Bat- 
tery, 2 Galvanometers, 1 Switch Board, 2 Test Boards. We 
have in our system one private box, No. 81, on the Town Hall. 
There has been added this year 2 Boxes. Mr. George F. Day 
has had the care of the fire alarm for the past year and has 
attended to his duties faithfully and well. The system is in fine 
condition. 
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Fires. 

There have been 15 fires the past year, 8 bell alarms and 7 
still alarms, with the fire loss amounting to about $2200, which 
is $255 in excess of 1893. The fires are as follows: 

February 25, 5-55 p- m., alarm from Box 44, for a fire in 
George L. Soule’s house, corner of Main and Courtland streets. 
Responded to by Hose Companies 1, 2, 4 and 6, Hook and 
Ladder Company No. 1, and Chemical Engine Co. No. 1. Loss 
estimated $1000. Cause, defective fire place. 

March 18, 1.06 a. m., alarm from Box 56, for a fire in house 
of R. K. Greer on Lane street. Responded to by Hook and 
Ladder Company No. 1, Chemical Engine Company No. 1, 
Hose Companies Nos. 1, 2, 4 and 6. Loss estimated $600. 
Cause unknown, probably incendiary. 

March 2, still alarm at 3.30 p. m. for a Gre in the Star Mills. 
Extinguished by ist Assistant of Hose 3 with a broom. Cause, 
hot box. 

March 30, alarm from Box 45, for a fire in tenement house 
owned by Dr. George W. Copeland, South Main street, and 
occupied by George Bonney. Responded to by Hook and 
Ladder Company No. 1, Chemical Engine Company No. 1 and 
Hose Companies Nos. 1,2 and 6. Loss estimated $50. Cause, 
defective connections with the chimney. 

April 3, telephone from North Middleboro to send help toa 
fire in the Dr. Robinson house. Assembly call was rung in 
and we sent our Chemical Engine and supplies in charge of 
Engineers, Foremen'and Volunteers. House total loss, furniture 
saved. Out of the District. 

April 16, 7.15 p. m., still alarm for fire in Swift’s building 
on Centre street near the railway crossing. LExtinguished at 
once by Messrs. Ed. O’Neil, Thomas Higgins, John Lynch. 
Damage slight. Cause, incendiary. 

April 25, still alarm for a fire near Union street school 
house. Extinguished by Mr. Butman. Cause unknown, proba- 
bly incendiary. Slight damage. 
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May 1, still alarm for a fire in rear of Bourne’s bakery, 
Water street. Extinguished by Night-watchman Herbert Leon- 
ard. Cause, incendiary. Slight damage. 


May 12, alarm from Box 63 and 64 for a fire in the woods 
off Oak street in rear of Dr. Paun’s and Wm. Macomber’s. 
Responded to by Hook and Ladder Company No. 1, Chemical 
Engine Company No. 1, Hose Companies Nos. 1, 2, 3, 4 and 6. 
Damage estimated $50. Cause unknown. 


May 14, Assembly call rung in for a call for help from Lake- 


ville for a fire in the woods. Sent Chemical Engine in charge 
of Engineers Bailey and Churbuck, Foreman Tinkham and 
others. 


May 14, still alarm for a fire in the woods west of Oak 
street. Extinguished by Engineers Kingman, Day and others. 
Cause unknown. 


October 24, alarm from Box 34, at 11.40 a. m., for a fire in 
the Nemasket House stable on Main street. Responded to by 
the whole Department. This fire was well handled by the 
Assistant Engineers, and great credit is due the whole Depart- , 
ment that a serious conflagration was prevented. Loss esti- 
mated $500. Cause, over heated stove pipe. | 


December 28, still alarm for a fire in the house of Elbridge 
Downing on Lebaron avenue. Extinguished by members of 
the Department. Slight damage. Cause, foul chimney. 


March 28, still alarm for a fire in Lebaron’s Foundry. 
Extinguished by members of the Department. Slight damage. 


June 30, still alarm for a fire on Water street in Martin 
Rounseville’s house. Extinguished by a member of the Depart- 
ment. Slight damage. 


In the following pages we give the Roster of the Fire 
Department for 1894, and also for 1895. 


Recommendations. 

We have recommended the purchase of additional hose, fire 
alarm boxes and an additional steam gong or bell striker for fire 
alarm service, which articles were partially acted upon at the 
annual meeting. 

In conclusion, we would extend our thanks to the members 

of the different Companies and the Fire Police and to the Water 
Commissioners. Also to the Prudential Committee for the 
manner in which they have performed their duties and in caring 
for the property and finances of the District. 


Respectfully submitted, 
CHARLES W. KINGMAN, 
Chief Engineer for the Board of Engineers. 


ROSTER OF THE FIRE DEPARTMENT. 


STATION, 


Badge. 


2I 


SCHOOL 


Name. 


A. F. Whitcomb 
G. W. Perkins 
C. E. Morrill 

F. F. Churbuck 
C. W. Maxim 
E. L. LeBaron 
Thomas Beaton 
A. F. Caswell 
John A. Caswell 
be Boo. Keyes 
E. F. LeBaron 
C. H. Keyes 

A. R. Keyes 

F. E. Pierce 
W. A. Coombs 
C. S. Lovell 

C. E. Harlow 
F. W. Hasty 
C. F. Gove 

L. G. Whitcomb 
L. B. Mendall 
Geo. Burnham 
H. C. Hopkins 
John Glass 

E. L. Folger 


rod Se 


1894. 
HOOK AND LADDER COMPANY No. 1. 


Age. Rank. 


27 Foreman 

26 1st Asst. do. 
42 2d Asst. do. 
pole ler 

36 Axeman 

25 Ladderman 
{9 Me 

31 " 

23 
4I 
35 ‘9 
29 a 
39 
4l - 
27 
26 “e 
37 
28 " 
49 7 
26 2 
25 
36 «ce 
31 
32 
26 “<< 


BETWEEN CENTRE AND 


Residence. 


No. Main st 
Webster st 
Everett st 
Webster st 
Forest st 
Courtland st 
Main st 
Water st 
North st 
Centre st 
Southwick st 
Westst 
Centre st 
Clifford st 
Southwick st 
Center st 
Southwick st 
No. Main st 
Oak st 

Arch st 
Peirce st 
Rock st 
West st 
West st 

Oak st 


PIERCE STS. 


Occupation. 


Teamer 
Machinist 
Moulder 
Shoe cutter 
Man’f’r. 
Moulder 
Shoemaker 
Moulder 


“ce 


Carpenter 
Shoemaker 
Moulder 
Shoe cutter 
Laborer 
Shoe cutter 
Mail carrier 
Laborer 
Carpenter 
Moulder 
Electrician 


II 


CHEMICAL ENGINE COMPANY No. 1. 


STATION, SCHOOL SvT., BETWEEN CENTRE AND PIERCE STS. 


Badge. Name. Age. Rank. Residence. Occupation. 
49 Ira C. Tinkham 37. Foreman Barrows st Merchant 
47, ©. F. Doherty 39 «st Asst. do. Main st Printer 

48 C.F. Harrington 34 2d Asst. do. Pierce st Clerk 

56 J. H. Cushing 38 Clerk Centre st Merchant 
50 B. F. Jones 38 Engineman School st 45 

Rie td). omith Shacais UO. Everett st Clerk 

54 J. M. Luippold 56 Hoseman Arch st Shoemaker 
53 James Curley 41 i Clifford st rf 

52 Henry Soule 24  Bucketman Oak st Clerk 

55 Thomas Curley 39 . Water st Shoemaker 
Bose sls Clark 23 Oak st in 

60 W. J. Curran 25 z Pearl st ‘s 
home. Creéden 45 ss Water st Florist 

57. John Walsh 39 : School st Teamster 
46 M. Leahey 40 A EVeretust Laborer 


HOSE COMPANY No. 1. 


STATION, SCHOOL ST., BETWEEN CENTRE AND PIERCE STS. 


Badge. Name. Age. Rank. Residence. Occupation. 
99 F. M. Jenney 32 Foreman Pierce st Teamer 

104 M. W. Peasley 42 1st Asst. do. Rock st Hostler 

98 C. W. Barden 40 2d Asst.do. Water st Upholsterer 
100 B. B. Gibbs 22 1st Hoseman + Teamer 

97 Geo. Macintosh 29 2d ‘s Center st Plumber 
103 W. M. Chipman 27%0ad < Shoemaker 
102 S. L. Holmes 27 ath —** Main st Conf’ctioner 
101 P. R. Harlow 24 Cl’k,h’d’tman “ Artist 


HOSE COMPANY No. 2. 


STATION, COURTLAND ST., NEAR MAIN. 


Badge. Name. Age. Rank. Residence. Occupation. 
61 C. E. Endress 29 Foreman Oak st Shoemaker 
62 C.S. Coombs 24 1st Asst. do. Main st 7 

a ees) Keith 25 2d Asst. do. Crossman ave. Carpenter 
64 F.N. Woodward 31 Clerk, treas. Southwick st S35 che Ve 
65 E. E. Coombs 22 Main st Clerk 

66°. L«<Smith 22 Elm st BitSAS. 
67. A. E. Dunham 24 Arch st Shoemaker 


Geertc. > bates 25 Oak st Carpenter 


Badge. Name. 
69 John F. Perry 
73 Thomas Bray 
76 H. Batchelder 
71 S. B. Holmes 
74 W. A. Cummings 
72 Joseph Morris 
75 Ezra Chase 
70 C. H. Rudolph 
STATION, 
Badge. Name. 
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HOSE COMPANY No. 3. 


STATION, EAST” MAIN STREET, NEAR STAR MILLS. 


108 John Morrison 
106 T. B. West 
ros Patrick Grant 


109 Thomas Boucher 


107 James Galligan 
112 John Sullivan 
111 Owen A. Lloyd 


110 James J. O’Hara 


Age. 


a 
a 
29 
40 
39 
28 
a 
TS) 


Age. 


27 
37 
25 
34 
33 
23 
27 
33 


Rank. 
Foreman 


1st Asst. Cl’k. Coombs st 


2d Asst. 
Hoseman 
Hydrantman 
Hoseman 


“é 


ce 


Rank. 
Foreman 
Pipeman 


“ec 


Hydrantman 


“c 


Hoseman 


“ce 


Clerk 


HOSE COMPANY No. 4. 


CORNER VINE AND MAy 


Residence. Occupation. 

Myrtle st Clerk 
Overseer 
Montello st Shoemaker 
East Main st Machinest 
Water st Moulder 
Jackson st Laborer 
Coombs st Finisher 
East Main st Weaver 
STREETS. 

Residence. Occupation. 
Forest st Boss fin’sh’r 
Vine st Teamster 
Montello st Moulder 
Lovell st . 

Lane st ” 

Lovell st Shoemaker 
Everett st Printer 
Vine st Shoemaker 


HOSE COMPANY No. 6. 


STATION, OAK STREET, BETWEEN HIGH AND CENTRE STS. 


Badge. Name. 

79 A.J. Bailey 

op LH E:/Brailey 
OF ba Gay ors 
o2- sis. Le Baron 
84 M.A. Merrick 
96 Frank Perkins 
80 J. B. Lamb 

83. John McNeil 
86 A. W. Peterson 
got W. F. Chandler 
95 C. F. Thomas 
77 +A. M. Rogers 
85 R. J. Brett 

87 A. L. Champlin 
815. E. Bisbee 

88 O.S. Besse 

94 W.G. Perkins 
78 A. F. Sherman 
89 Louis Drew 


W. J. Francis 


Rank. 


Foreman 
1st Asst. do. 
2d Asst. do. 
Clerk 
Hoseman 

“6 


“és 
Hydrantman 


oe 

bc 
Hoseman 
Ch’g. wagon 
Hoseman 


Residence. 


Everett st 

North st 

Everett st 

Oak st 

Centre st 
(74 


Lovell st 
Main st 
Centre st 
Everett st 
Main st 
Everett st 
Forest st 
Centre st 
Main st 
Arch st 
Oak st 
School st 
Oak st 
Everett st 


Occupation. 
Painter 
Farmer 
Painter 
Moulder 
Printer 
Teamer 
Contractor 
Carpenter 
Shoemaker 

“ce 


Teamer 
Shoemaker 
Teamer 

“a 


Shoemaker 
Laborer 
Moulder 
Shoemaker 


“ce 


Name. 


Samuel S. Lovell 
Alvin P. Vaughan 
Everett T. Lincoln 
Otis L. Barden 
Leander M. Alden 
Henry W. Sears 
Wm. O. Penniman 
Samuel Shaw 
Nelson Shaw 
Charles E. Bump 
James H. Russell 


Francis M. Sherman 


Bernard F. Baker 
David S. Surrey 
Homer R. Caswell 


we 


FIRE POLICE. 


Rank. 


Captain 
Ist Sargeant 


2d 


Clerk 


“s 


Residence. 


Centre st 
School st 
Water st 
Myrtle st 
Oak st 

S. Main st 
School st 
Centre st 
Everett st 
School st 
Star ave. 
High st 
School st 
Centre st 
Southwick st 


Occupation. 


Road surveyor 
Carpenter 
Blacksmith 
Barber 


‘Gunsmith 


Lumber dealer 
Shoe man’f’r. 
Fruit, confect’y. 
Hack driver 

Shoe cutter 
Overseer spinning 
Foreman 

Painter 

Stone worker 
Shipping clerk 


ROSTER OF THE FIRE DEPARTMENT. 


STATION, SCHOOL 
Badge Name. 

21 A. F. Whitcomb 
22 G. W. Perkins 
23. C. E. Morrill 

24. F. F. Churbuck 
25 C. W. Maxim 
26 E. L. LeBaron 
27 L. B. Tinkham 
28 A. F. Caswell 
29 John A. Caswell 
BO 02D. ws Keyes 
6p. Lebaron 
32 C. H. Keyes 
33 A. R. Keyes 

O4 statue lerce 
35 W. A. Coombs 
36 C. S. Lovell 

37 C. E. Harlow 
38 +F. W. Hasty 
BO Gee Gag 

40 L. G. Whitcomb 
41 L. B. Mendall 
42 Geo. Burnham 
43 H.C. Hopkins 
44 John Glass 

45 E.L. Folger 


poy is 


1895. 
HOOK AND LADDER COMPANY No. 1. 


Age. Rank. 


28 Foreman 


27 1st Asst. do. 


43 2d Asst. do. 
26 Clerk 

37. Ladderman 
26 - 

42 6c 

32 i 

24 Axeman 
42 Ladderman 
36 ‘“ oe 
30 oa 


27 Axeman 


BETWEEN CENTRE AND 


Residence. 


No. Main st 
Webster st 
Arch st 
Webster st 
Forest st 
Grove st 
School st 
Water st 
North st 
Centre st 
Southwick st 
Westst 
Centre st 
Clifford st 
Southwick st 
Centre st 
Southwick st 
No. Main st 
School st 
Arch st 
Peirce st 
West st 
West st 
West st 
Oak st 


PIERCE STS.' 


Occupation. 


Teamer 
Machinist 
Moulder 
Shoe cutter 
Man’f’r. 
Merchant 
Shoemaker 
Shoemaker 
Moulder 


“<< 
“6 


“ee 


Carpenter 
Shoemaker 
Moulder 
Shoe cutter 
Laborer 
Shoe cutter 
Mail carrier 
Laborer 
Carpenter 
Moulder 
Electrician 


CHEMICAL ENGINE COMPANY No. 1. 


hei oe 
Age. 


STATION, SCHOOL 


Badge. Name. 


56 J. H. Cushing 

47, E. F. Doherty 
48 C. F. Harrington 
St) i. D.Smith 

46 John Walsh 

49 Arthur H. Tripp 
53 James J. Curley 
54 J. M. Luippold 
55 Thomas Curley 
Ramey es. Clark 

52 Will A. Green 
50 William Taylor 
Romulnre ..<reeden 
49 M. Leahey 

60 W.M. Leahey 


SCHOOL 
Name. 


STATION, 
Badge. 

99 F. M. Jenney 
104 M. W. Peasley 
98 C. W. Barden 
ior P. R. Harlow 
103 B. B. Gibbs 

97 Geo. Macintosh 
toga. £40lmes 
100 W. M. Chipman 


STATION, COURTLAND ST., NEAR MAIN. 


Badge. 
61 C. E. Endress 
bz; S. Coombs 

63 A. E. Dunham 
64 F. N. Woodward 
65 E. E. Coombs 

66 J. L. Smith 
fk. ta bates 

68 J. F. Williams 


Name. 


39 
39 
35 
32 
40 
20 
42 
57 
40 
24 
20 
21 
46 
41 
36 
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BETWEEN 
Rank. 


Foreman 

ist Asst. do. 
2d Asst. do. 
Clerk Eng’n 
Asst. 

Asst. 
Hoseman 
Hoseman 
Bucketman 


“6 


Residence. 
Centre st 
Main st 
Pierce st 
Everett st 
School st 
Pearl st 
Clifford st 
Arch st - 
Water st 
Oak st 
Barrows st 
Oak st 
Water st 
Everett st 
School st 


HOSE COMPANY No. 1. 


Sit 
Age. 
aa 
42 
40 
25 
23 
30 
27 
27 


CENTRE AND PIERCE STs. 


Occupation. 
Merchant 
Printer 
Clerk 
Clerk 
Teamster 
Clerk 
Shoemaker 
Shoemaker 
Shoemaker 
Shoemaker 
Clerk 
Florist 
Laborer 
Shoemaker 


BETWEEN CENTRE AND PIERCE STS. 


Rank. 
Foreman. 
ist Asst. do. 
2d Asst. do. 


Residence. 


Pierce st 
Rock st 
Water st 


Cl’k,h’d’tman Main st 
1st Hoseman Main st 


2d “ 


Center st 
Main st 


“és 


HOSE COMPANY No. 2. 


Age. 


Rank. 


Foreman 
ist Asst. do. 
2d Asst. do. 
Clerk, treas. 
Hoseman 
“ce 
Hydrantman 
Hoseman 


Residence. 


Oak st 

Main st 
Barrows st 
Southwick st 
Main st 

Elm st 

Oak st 
Grove st 


Occupation. 
Teamer 
Hostler 
Upholsterer 
Artist 
Teamer 
Plumber 
Conf’ctioner 
Shoemaker 


Occupation. 


Shoemaker 


“ec 


73 


Mail carrier 
Clerk 
Base. 
Carpenter 
Shoemaker 
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HOSE COMPANY No. 3. 


STATION, EAST MAIN STREET, NEAR STAR MILLS. 


Badge. Name. Age. Rank. Residence. Occupation. 
69 John F. Perry 34 Foreman Myrtle st Clerk 

70 Thomas Bray 34 1st Asst. Cl’k.Coombs st Overseer 

73 H. Batchelder 34 2d Asst. Montello st Shoemaker 
71 S. B. Holmes 4t Hoseman East Main st Machinest 
74 W.A.Cummings 4o Hydrantman Everett st Moulder 

76 Joseph Morris 29 at Jackson st Laborer 

75 Ezra Chase 37. Hoseman Coombs st Merchant 
72 C. H. Rudolph 33 Ss East Main st Weaver 


HOSE COMPANY No. 4. 


STATION, CORNER VINE AND MAy STREETS. 


Badge. Name. Age. Rank. Residence. Occupation. 
108 John J. Morri$on 28 Foreman School st Ins. Agent , 
109 Patrick Grant 25 1st Asst. Oak st Moulder 

112 Owen A. Lloyd ry a9 8 Everett st Printer 

107 Thomas Boucher 34 Hydrantma Lovell st Moulder 

112 James Galligan 23 ¥, Lane st ‘ 

11r John J. Sullivan 23 Hoseman Center st Shoemaker 
106 Edward Burke a ey Center st i 

110 James J. O’Hara 34 Clerk Vine st i 


HOSE COMPANY No. 6. 


STATION, OAK STREET, BETWEEN HIGH AND CENTRE STS. 


Badge. Name. Age. Rank. Residence. : Occupation. 
79 A.J. Bailey 44 Foreman Everett st Painter 
82-0ly UL; LeBaron 26 1st Asst. Oak st Moulder 
coop geo em OE BB we 29 «42d Asst. Everett st Painter 
84 M.A. Merrick 29 Hoseman Centre st Printer 
78 Frank Perkins 47 x 2 Shoemaker 
ot) WF. Chandler... 30 cs Everett st cp 

2 A. M. Rogers 24 : overetr st ¥ 
83. A. M. Cushing 30 ¥, Main st Butcher 
85 R. J. Brett 38 iby Forest st Teamer 
95 C. F. Thomas 27 rf West st Shoemaker 
86 John Boucher 25 aA Center st Painter 
88 C.F. Fuller 26 = “ Shoemaker 
oo CHE Brailey LO Ty Oak st Farmer 
STV eOurran 27 a Forest st Shoemaker 
77. A. W. Peterson aa 'Glerk Centre st Shoemaker 
87. A. L. Champlin 28 Hydrantman Centre st Teamster 
96 W.G. Perkins 29 Ks Oak st Moulder 
80 J. B. Lamb 34 Lovell st Contractor 
89 S. E. Bisbee 27 * Main st Shoemaker 
94 Louis Drew 34 Ch’g. wagon Oak st g 
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FIRE POLICE. 


Name. Rank. Residence. 
Samuel S. Lovell Captain Centre st 
Everett T. Lincoln ist Sargeant Water st 
Francis M. Sherman 2d e High st 
James H. Russell Clerk Star ave. 
Alvin P. Vaughan School st 
Otis L. Barden Myrtle st 
Leander M. Alden Oak st 
Henry W. Sears S. Main st 
Wm. O. Penniman School st 
Samuel Shaw Centre st 
Nelson Shaw Everett st 
Charles E. Bump School st 
Bernard F. Baker School st 
David S. Surrey Centre st 
Homer R, Caswell Southwick st 


Occupation. 


Road surveyor 
Blacksmith 
Foreman 
Overseer spinning 
Carpenter 
Barber 
Gunsmith 
Lumber dealer 
Shoe man’f’r. 
Fruit, confect’y. 
Hack driver 
Shoe cutter 
Painter 

Stone worker 
Shipping clerk 
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REPORT OF PRUDENTIAL COMMITTEE, 


MIDDLEBORO FIRE DISTRICT FOR 1894. 


The appropriation for current expenses and interest for the 


Fire Department for 1894 was $3,000. 


Bills for the following amounts have been approved by your 
Committee and paid by the Treasurer, including bills for $291.35 


for which special appropriations were made: 


Fuel, - 4 : : : s E : 
Printing, - ~ 5 : a : 8 
Gas, - - . 2 : ‘ : a 
Painting, - - : 2 “ % “ - 
Registration of voters, - - . A ¥ 
Collection of taxes, 1893, - - u E 
Repairs and supplies, - - . - - . 
Electric supplies, — - - - - : . - 
Labor and teaming, - - - 2 A : 
New furnishing, - . : . a es : 
Fire alarm boxes, - - - - . ‘ . 
Steam power for gong, - . ‘ : ~ ‘ 
Care of fire alarm, - - : : : £ 
Miscellaneous, - - s : : : 
Pay roll of officers, - - - - a 
Pay roll of stewards, - - - : ~ 3 
Pay roll of fire police, —- - . . ; 
Pay roll of Hose, Hook a Ladder, Chemical Co., 


GEO.«L. SOULE 
F. M. SHERMAN, 


CHARLES W. TURNER, 


196 
166 
245 
100 


68 


1,437 


$3,124 


OO 
50 
75 
51 


Prudential Committee, M. F. D. 
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ASSESSORS’ REPORT. 


VALUATION OF FirE DistTRIcT, 1893 AND 1894. 


1893 1894. 
Personal property, $399,146 $3545495 Dec. $44,651 
Real estate, 2,229,500 2,226,899 Deez *) 2560: 
$2,628,646 $2,581,304. Dec. bA7.252 
Tax assessed, 1894, - - - - - $4,130 33 
Voted by the District, ~- . - = - - 4,000 OO 


Overlay, - - - ~ 5 


Piendioe oh he Seprsianes 3 
Rate of taxation, 1894, $1 60 on $1,000. 


ALBERT T. SAVERY, 
EDWIN F. WITHAM, 
CHARLES W. KINGMAN, 


Assessors of the Town of Middleboro. 
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Collector's Report 


PREVIOUS TO THE YEAR 1894. 


Cash on hand, balance from last year, - - : $34 02 
Taxes uncollected for 1887, - - : . : I 50 
6 ee 1889, - - : : c 6 57 
66 ee TSQOs os ae etc a aay enna 51 47 
A i LOG tee ai Seren arena 52.9% 
66 66 1892, S 2 = - - 156 12 
66 66 1893, 2 a - - - 802 38 
Interest collected, - - eagle ; : 36 45 
$1,148 48 

CR: 
By taxes uncollected for 1887, - - % $ 1 50 
66 66 1889, 3 = & - go 
66 6 1890, + = - - 42 II 
66 66 1891, + - - a §r ai 
bs af 1892, Tb Reel rete Wiel: 
66 6 1893, - - ~ - 201 26 
By. taxes remitted, - - - - = i lies Fe 
Cash paid F. A. Harlow, Treasurer, - - - 753 00 
Cash on hand, - - - < 5 . > 15 23 
$1,148 48 


C. T. THATCHER, Collector. 
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Collector's Report for 1894. 


A. M. BEARSE, COLLECTOR, 


IN ACCOUNT WITH MIDDLEBORO FIRE 


To taxes committed by assessors for 1894, 
To taxes added since list was committed, 


Interest, - : “ 2 : : 
Cr. 

By cash paid F. A. Harlow, Treasurer, 

By cash on hand, - - ~ 


Taxes uncollected for 1894, - - 


District, Dr. 


$4,130 33 


20 12 
447 
$4,154 92 


$3,730 24 
82 34 
342 34 


$4,154 92 


A. M. BEARSE, Collector. 
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Treasurer’s Report, Fire Department, 


FOR (894. 
Balance brought forward, . : EST a Se 
Received from Collectors, . . 2 iat Ase a 
Received from loans, , i ‘ 600 00 = $5,596 81 
PAID. 
Notes and interest, . ; 7) $1,440-53 
Orders, Prudential Committee, NE RGF Beto 
Water Department, : : . 500 00 )~=—- $5,065 04 
Balance, . : ; ; 4 . Seine 
The District now owes :-— 
Note due November 1, 1895, _ _.. Spa) oO : . $500 00 
7. . TOOG;t40i< . ; : i) (foesee 
* s 159755 ‘ , : “t+ \5OOp a 
a te LOOQGsaue ; ; : ») SOones 
5 ra LOOQue : : : . 500 00 
"a Bes 1900, ‘ : . . - 500 00 
°F a IQOT, 4 , : ae <7) (S00: Oo 
‘ a 19025. am . . . - 500 oO 
Other indebtedness about ; ; . 600 00 


F. A. HARLOW, J7vreasurer. 


Examined and approved. 
AMOS H. EATON, 
For Water Commtsstoners. 
CHARLES W. KINGMAN, 
for Board of Engineers. 


CHARLES W. TURNER, 
For Prudential Commtttee. 


a 


Treasurer's Report, Water Department. 
FOR (894. 


CONSTRUCTION ACCOUNT. 


Received from Commissioners, . ete $663 97 
a ‘¢ Temporary Loans, : 2,250 00 
Transfer from Maintenance account. 3,127 85 $6,041 82 
PAID. 
Commissioners’ orders, * : : A : $6,041 82 
MAINTENANCE ACCOUNT. 
Balance from 1893, _ . : $40 76 
Received from Commissioners, . Peel in Sata 
x ‘¢ Interest account, . ‘ Zoalt 
fy *¢_, Fire’ Department, ; 500 00 $12,090 58 
PAID. 
Commissioners’ orders, : : $4,625 62 
Interest on bonds, : : : 2,820 00 
Sinking Fund, : : : : 1,500 OO 
Transfer to Construction account, 2127 95, 9 Pigtozaray 
Balance, A : rE : $17 It 


F. A. HARLOW, TZvreasurer. 


Examined and approved, January 21, 1895. 


AMOS H. EATON, 
For the Commitsstoners. 
CHARLES W. KINGMAN, 
for Board of Engineers. 
GCOARLES W.. TURNER, 
For Prudential Committee, M. F. D. 
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Sinking Fund Account. 


FOR 1894. 
Balance at beginning of year, . : $1,997 79 
Received int. Middleboro Savings B’k, 20 62 
. ON Bowate Depa cl. wor. 1O357 
a ‘¢ on Real Estate Loan, 34 OO 
v from District Treasurer, I,500 00 


Paid Bond due Sept. 1, 1894, . 


Invested as follows :— 
New Bedford Safe Deposit & Trust Co. $906 44 
Middleboro Savings Bank, . : HELA LOS aad: 


AMOS H. EATON, 
JOSEPH E. BEALS, 
' F. A. HARLOW, 


$3,571 98 


1,500 00 


$2,071 98 


$2,071 98 


Commisstoners of the Sinking Fund. 


NINTH ANNUAL REPORT 


OF THE 


WATER COMMISSIONERS. 


The Ninth Annual Report of the Water Commissioners is 
herewith respectfully submitted, covering the work of the depart- 
ment for the vear 1894. 

The District at its annual meeting in January, 1894, elected 
Amos H. Eaton for three years, to succeed himself, his term 
then expiring; and also elected Foster A. Harlow, for two 
years, to fill vacancy caused by the death of Eugene P. LeBaron. 
The Board was organized for the year 1894 by the choice of A. 
H. Eaton as chairman and Joseph E. Beals as clerk and superin- 
tendent. Mr. Eaton was chosen as special committee on pump- 
ing station and lot. As trustees of the Sinking Fund, Mr. Eaton 
was chosen chairman and Mr. Beals clerk. 

By the revised By-Laws the annual meeting is now held on 
the third Wednesday in December for the election of officers for 
the next year. At this meeting held Dec. 19, 1894, J. E. Beals 
was elected for three years from January, 1895, his term then 
expiring. 

During the year the sum of $1,500 has been paid into the 
Sinking Fund, and $74.19 has been added from interest on 
investments. The Real Estate Loan of $800 held in the Fund 
has been paid and the money is now on deposit in the Middle- 
borough Savings Bank. From the Sinking Fund a bond for 
$1,500, due Sept. 1, 1894, has been paid, leaving the amount 
now in the fund at $2,071.98, or more than enough to pay the 
bond of $1,500, due Sept. 1, 1895. Nonew bond has been issued 
during the year. 
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The net cost of extensions of main pipe and service pipes 
during the year amounts to $5.377.85, which has been met by a 
transfer of $3,127,85 from income account, and a temporary loan 
of $2,250 made in closing the year, and which will be paid from 
the receipts of the new year before this reaches the hands of the 
printer. The net cost of the works to date is $102,464.82. 
Bonds outstanding $69,000. 


Extensions. 


It was suggested in last year’s report that it might be advis- 
able to complete the extension of the new 12-inch main through 
Grove and Fairview streets during the then coming season, in- 
stead of taking two years longer as was at first contemplated. 
After a careful study of the situation it was thought best to do 
so, and the work has been completed, and the result has been to 
reduce the frictional head on the pipes very much to the relief 
of the pumps. Asthe town was rebuilding Grove street, as 
ordered by the County Commissioners, it was deemed best to 
carry the work along together as far as possible, which was done 
very harmoniously. 

The following extensions were made during the year :-— 


Grove street‘and Fairview. From pumping station to Grove 
street, 321 feet of 12-inch, 1 check valve, 12-inch, with 2-inch 
by-pass, and 2 gates, 12-inch; Grove street to Fairview, 1389 
feet of 12-inch, 25 feet of 6-inch for blow-off and hydrant, 1 
gate, 12-inch, andr gate, 6-inch; 1 hydrant and 1 blow-off; 
Fairview, 1473 feet of 12-inch to end of pipe laid in 1892, 3 
gates, 12-inch. Plugged specials are placed where branches or 
hydrants may be wanted in the future. 


Washburn street, 105.5 feet of 6-inch, from former terminus 
near the house built by John W. Howes. 

Warren avenue, from previous terminus to a point near the 
new West Side School House, 288 feet of 6-inch, and 6 feet of 
hydrant branch, 6-inch, and 1 hydrant. 
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Carey street, from Centre street northerly, passing the new 
houses built by N. W. Leonard and Wm. C. Leonard, 362 feet 
of 6-in. 6.5 feet of hydrant branch, 6-in. 1 gate, 6-in. 1 hydrant. 

East Main street, 163.3 feet of 4-inch from former terminus 
to a point near the house of George W. Caswell. 

Frank street, from Forest street, easterly to a point near the 
new house of J. C. Whitehead, 192.5 feet of 4-inch, and 1 gate 
4-inch. 


Total length of pipe of all sizes, to date, as follows :— 


¥2-in, 10-in, 8-in, 6-in, 4-in, Total. 
Before 1894, 2,269.5 8.014.5 4,028.0 43,892.5 8,811.0 67,015.5 
In 1894, 3,183.0 793. 255-0 4,331:8 


55452-5 8,014.5 4,028.0 44,685.5 9,166.8 71,347.3 
Or a total length of about 13% miles. 


Hydrants set during the year, 3; whole number, 7 99 
Gates set, 1 check valve, 12-inch} 6 gates, 12-inch} 

2 of 6-inch, 1 of 4-inch. Whole number, : Se iio. 
Service pipes put in during the year, : : : 27 
Number of services to date, ‘ ; : : . 673 
Number now taking water, - . ; ; 670 
Number of feet put in during the year, : ; ; 1,522 
Feet of service pipe put into date,  . : ies Sees 7 
Feet of service pipe within street lines, : - 16,149 
Motors in use (5 church organs and 1 coffee et aery? 

Meters set during the year, 3 ; ; ; +27 
Meters in use, . . ; ; : 239 


Of the meters in use there are 83 Crown, 51 Hersey, 16 
Hersey Disc, 56 Nash, 2 Empire, 1 Equitable, 1-Gem, 23 
Thomson, 6 Neptune. Sizes: % and 54-inch, 213; 34-inch, 
-15}3 I-inch, 7; 2-inch, 33 3-inch, 1. 


Pumping Station and Lot. 


The alterations made in Grove street, by which the grade 
was raised about five feet at the entrance from the street to the 
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lot and the laying of the new 12-inch main pipe across the lot to 
Grove street, made it necessary to do considerable work on the 
lotin filling the driveway, digging new ditches and grading 
anew. The work is not quite completed according ‘to plans at 
date of this report. 


The boiler insurance policy has been renewed for three 
years in the Hartford Steam Boiler Inspection and Insurance 
Company, and the boilers are reported by their inspectors as in 
good condition. Mr. A. R. Gurney has been in charge of the 
pumping plant during the year, and, with Mr. Dorigan, he has 
overhauled the pumps as needed and made all repairs. ‘The 
pumping station has been wired and fitted for electric lighting. 


Ceneral Remarks. 


In repairing the leak under the river in September, 1893, it 
being beyond our vision, we depended upon the word of the 
diver employed that it was properly repaired. But the leak 
manifested itself again about the middle of January last. 
Another diver was secured and special precautions taken and an 
effort made to have it securely repaired. But few leaks have 
required special attention during the year, and it is believed that 
our works are in good working condition. 


Accompanying this report will be found a summary of 
statistics arranged according to the suggestions of the New Eng- 
land Water Works Association. A number of samples of water 
have been sent for analysis under the direction of the State Board 
of Health, the results of which are given ina table presented 
with this report; also a statistical table of pumping station 
records. 
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The following is the financial statement for the year :— 


Income and Maintenance Account. 


Collected by Commissioners and paid to Treasurer :— 


For water by schedule and meter rates, . ; $9,924 62 
For water by town, for town buildings, watering 

streets, watering troughs and other purposes, 1,500 OO 
For water by fire department, hydrants and other 

uses, ; : : : : P : 500 00 
For grass on pumping station lot, : , ; 25 50 
For interest on bank balances, : ; PEAS 
For labor on repairs by water works eparere : 16 94 
For damages by relocating Grove street by county, 50 ©0O 


Total receipts on maintenance account, $12,049 82 
Balance in treasurer’s hands Jan. 1, 1894, 40 76 


$12,090 58 
Orders drawn on Treasurer as follows :— 


A. R. Gurney, engineer at pumping station, $750 oo 


Sundry labor bills on lot and in station, 22 Tbe 
iar, jenney, coal, ; : : : 974 89 
ie). Bryant, coal, : : ; II 50 
Oil, . R : : ‘ : 30 00 
S. S. Lovell, filling lot, : : ; 130 00 
LeBaron Foundry Co., castings for fant 44 39 
Boiler insurance, 3 years, : I0O OO 


Sundry bills for pipes, fittings, auelaren SlCr LO fs 
Fittings for electric light, : : ; 94 77 


Lighting bill for Nov., ‘ ; ne ts 
Pumping station expenses, . , $2,580 17 
Telephone rent, I year, : “ ‘ S5 00 
Office rent, I year, : : 35 00 
Diver and expenses on leak mater river, Groa5 
Supt. of streets for repairs, . . . 25 OO 


Labor, inspection and repairs, : ; 86 50 
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Meter repairs, ; ‘ ; ; 31 93 
Printing and advertising, . 46 96 
Damages to team intrench, . : : 15 oO 
Blacksmithing bills, : : : , IO 47 
Fire alarm tapper, hh ae : 10 00 
Sundry items for labor, etc., on repairs, 24 02 
Freight, express, postage, etc., ' 50 22 


Commissioners for 1894, as per vote of Dist. 300 OO 
J. E. Beals, clerk and superintendent, . 550 00 


General expenses, : , , $1,345 45 
Interest on bonds, . : : : : 2,820 OO 
Total expenses, including interest, $6,745 62 
Balance of income after paying interest and 
expenses, |))). ; ; ; : . 59344 96 
Paid into sinking fund, : , . $1,500 00 
Paid temporary loan made in 1893, 700 OO 
Transferred to construction account, AW 27 aae 
51327 85 
Balance in treasury, Jan. 1, 1895, Say Ah | 


Construction Account. 


Collected by Commissioners and paid Treasurer :— 


For putting in services, sale of pipe, meters, etc., $663 97 
Transferred from income and maintenance account, 3,127 85 
From temporary loan, : ; ; : : 2,250 00 

Total construction receipts, . , $6,041 82 


Orders drawn on the Treasurer as follows :— 


Warren Foundry & Machine Co., pipe and 


specials, : ; ; ; $2,808 04 
Freight on pipe, 4 ; ' : i Venger. 
Carting pipe andtools, . .. : 77 66 
Pig Lead, ; : 20ee ay 


Ludlow Valve M’f’g. tan hs Reh ae a drants, 371 30 
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Builders’ Iron Foundry ‘‘globe specials,” 47 O04 

Hemp gasket rope, : : : ; 6 25 

New melting pot, A , : 20 OO 

Labor on trenches, 7 i edgar Ss 

T. W. Pierce, labor pipe iabane and Prpplics: 124 04 

Repairing tools, sharpening picks, etc., 38 22 

Sundry expense items, . : ; i 23, 56 
Expenditures on main pipe account, $5,429 68 

Labor on service pipes, ; « $224 87 

Pipe and fittings, . ; 20 36 

Thomson Meter Co., meters, : } 210 50 

Hersey Manufacturing Co., meters, ‘ T5an 21 

Sundry expenses, . : 2. 20 
Expenditures on service pipe account, 612 14 

Total expenses, — construction account, : . $6,041 82 
Less amount received for pipe, meters, etc., 663 97 

Net cost, construction account, 1894, __.. dha Pah ios 
Cost to Jan. rst, 1894, ‘) 07;956007 

Total cost to Jan. rst, 1895, ; : $102,464 82 
Bond paid during the year, ' 1,500 00 
No bond issued during the year. 

Bonds outstanding Jan. 1, ee , : : . 69,000 00 

Temporary loan due, : : , .,, '2,250°00 

Amount in Sinking Fund, ; : ‘ +) 2,507.6 06 


Respectfully submitted. 


AMOS H. EATON, 
JOSEPH E. BEALS, 
FOSTER A. HARLOW, 


Water Comm*tsstoners. 


SUMMARY OF STATISTICS 


For 1894. 


In accordance with suggestions of the New England Water Works 
Association. 


MIDDLEBORO WATER WORKS, PLYMOUTH CO., MASS. 


Population of town by census of 1890, 6,065; of Fire District, about 4,000. 
Date of construction, 1885. Owned by the Middleboro Fire District. 
Source of supply—large well south of village, near Nemasket river. 
Mode of supply—pumping to standpipe. 


PUMPING. 


i Builders of pumping machinery, Deane Steam Pump Co. 


6. Bituminous. 

Su Korlused\: }4 Brand: George’s Creek, New River, Pocahontas. 
e. Price per gross ton delivered, $4 95 and $4 75. 

Coal consumed, 482,330 pounds. 

Total fuel consumed, 482.336 pounds. 

Total pumping for the year, 78,174,000 gallons. 

Average static head against which pumps work, 172.3. 

‘Average dynamic head against which pumps work, 205. 

Number of gallons pumped per pound of coal, 162.06. 

Duty of pumps, 27,729,407. 


Se gaa eS lao 
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COST OF PUMPING FIGURED ON PUMPING STATION EXPENSES, 
VIZ. O8 2550.17. 
11. Per million gallons raised against dynamic head into standpipe, 


$33.00. 
12. Per million gallons raised one foot high (dynamic) 16 cents. 


COST OF PUMPING FIGURED ON TOTAL MAINTENANCE, VIZ.: $6745.62. 


13. Per million gallons raised against dynamic head into standpipe, 
$86.28. 
14. Per million gallons raised one foot high (dynamic) 42 cents. 
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Y Value of sinking fund at this date, $2,071 98 


Nu fF Yb 


, . PA 
. Range of pressure on mains at 5 


Consumption. 


Estimated total population at date—of town, 6,700; of Fire District, 


4,200. 
Estimated population on lines of pipe at date, 4,000. 


Estimated population supplied at date, 3,600. 
Total number of gallons consumed during the year, 78,174,000. 
Passed through domestic meters, 9,997,526 gallons, or 12.8 per cent. 


Passed through manufacturing meters, 22,549,172 gallons, or 28.8 
per cent. 


Average daily consumption, 214,175 gallons. i ; s 
Gallons per day to each inhabitant of district, (1) 51. 

Gallons per day to each consumer, (3) 59%. 

Gallons per day to each tap (Distribution, 22) 320. 


DISTRIBUTION. 

nna) ia SERVICES. 
Kind of pipe used, cast iron. 16. Kind ‘of pipe used, lead and 
Sizes,from 4to12zinch. ~ wrought iron lined with ce- 
Extended, 4331.8 feet. ment. 
Total now in use, 13% miles. I7. Size, from 3K inch to 2 inches. 
No. of leaks, two to 13 miles. 18. Extended 1,522 feet. 
Hydrants added, 3. 20. Total now in use, 39,837 feet. 
Number now in use, gg. 21, Sérviceitapsiagded, 27, 
Stop gates added, 9. 22. Number now in use, 670. 
Gates now in use, 130. 23. Average length of service laid 


during the past year, 561¢ ft. 
Meters added, 27. 


centre for day and night, 50 | 2°- Meters now in use, 239. 
to 60. a Domestic, 224. 


6 Manufacturing, 15. 


Blow-off gates, 5. 


27. Motors added, 2. 


28. Motors now inuse, 5 church or- 
gans and one coffee-grinder. 
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Pumping Station Record, 1894. 


Hours Daily Av.| Gallons Daily Av. Pounds of | Daily Av. Rainfall Thermometer. 

MONTHS. - Pumping. h. nt Pumped. Gallona: Coal. Conk Sole tas Highest.| Lowest. ican 
January, - - 148 35 4 48 5:958,C00 192,194 38,940 1,259 A.O2° ie Coe ke 28°.5 
February, - 127s 7 ae 7 4,991,000 178,179 33220 1,151 4.74 48° |—12° 35°.9 
March,. -~ - 14h AS 5:750,000 | 185.484 35.420 | 1.142 79: [50° 1 gaa Zoke 
April, - - - 142 10 | 4 44 5:440,000 181,333 33720 1,124 3 40 75° 14° | 44°.8 
May, |-==-—- He fel at 5-30 6,298,0c0 203,161 39,860 1,270 4.54 88° 30 56°. 1 
TUNE, yaa = 198 35 0-27 7,905.000 265.533 48,280 1,610 61 92° + 66°.6 
July. sae Page Sy. | 7 ag 9,087,000 | 293,129 53,280 | 1,719 1.20 ° |. 930° | “4g? “y 71.8 
August, - - 200-15 6 39 7,823,000 2525855 45,750 1,477 1.84 85° 41° 65°.5 
September, - 198 15 (eens 75315,000 243,833 46,210 1,543 3.28 87° 38° 63°.4 
October, - - 16} as coir 6,084,000 196,258 373550 1,211 7.78 736 oa 51°.9 
November, - 149 35 anne 5:714.000 190,467 34,560 Tiss 4:22 64° ae ROcaT 
December, - 155 10 5 50 5:749,000 185,452 353540 1,146 4.91 57° AS. 29°.3 
Totals, - - - 2,043 40 78,174,000 482,330 41.93 
Daily averages, Ss 0 214,175 1321 


Highest water measured in well was February 18th, 19 feet, 1 inch. 

Lowest water measured in well before pumping was October 4th and 21st, 15 feet. 

Lowest water measured in well after pumping was October 23d, 11 feet, 3 inches. 

Temperature of well August 19th, 66°; air, 81°. 

Snow in January, 18 inches (deepest 26th and 27th, 16 inches;) February, 22% inches (deepest 12th and 13th, 12 
inches;) March, 2% inches, 16th; April, 9% inches (deepest 12th, 6 inches;) November, 6% inches (6 inches in the night 
of the 5th;) December, 7% inches (deepest 3 inches, 2d and 26th;) Total for the year, 66% inches. 

A. R. GURNEY, Egincer. 


Articles in the Warrant 
For Fire District Meeting, Dec. 19, 1894, 


ART. 1. To choose a moderator to preside over said meet- 
ing. 

ArT. 2. To choose all necessary officers for the District 
for the ensuing year, and one water commissioner for three 
years. 
Art. 3. To see if the District will pay their officers for 
the ensuing year and act thereon. 

Art. 4. To see if the District will pay the members of 
the fire police, and the members of the several fire companies, 
also the stewards for their services for the ensuing year and act 
thereon. 

Art. 5. To see if the District will authorize the Board of 
Engineers to contract with some person to have charge of the 
electric fire alarm and regulate the pay for same. 

Art. 6. To see if the District will authorize the purchase 
and location of one or more additional fire alarm boxes the 
present year and act thereon. 

Art. 7. To see if the District will purchase additional 
hose for the use of the fire department and act thereon. 

ArT. 8. To hear reports of all officers, committees or 
agents of the District and act thereon. 

ArT. 9. To see if the District will authorize the location 
of an additional steam gong or bell striker for the Fire Alarm 
service and act thereon. 

ArT. 10. To make such appropriations as may be neces- 
sary to carry the foregoing articles into effect and provide funds 
for the same, and act thereon. 

Art. tt. To raise such sums of money as the District may 
see cause, by tax or otherwise, and .appropriate the same and 
act in relation to raising and assessing the same as it may seem 
expedient. 

The meeting stands adjourned to Wednesday evening, May 
1, 1895, at § o’clock. 
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ANNUAL REPORTS 


OF THE OFFICERS OF THE 


AND THE 


OF THE 


WATER COMMISSIONERS, 


FOR THE YEAR 1895, 


MIDDLEBORO: 
H. L. THATCHER & CoO., PRINTERS, 
1896. 


Middleboro Fire District. 


OFFICERS FOR 1(896. 


BOARD OF ENGINEERS. 


CHARLES W. KINGMAN, Chief. 

SAMUEL J. SPARROW, first Assistant. 
FREEMAN A. CHURBUCK, Second Assistant. 
GEORGE F. DAY, Zhird Assistant. 

A. FRANK SHERMAN, fourth Assistant. 


CLERK. 
ANDREW M. WOOD. 


TREASURER. 
FOSTER A. HARLOW. 


PRUDENTIAL COMMITTEE. 
GEORGE L. SOULE, FRANCIS M. SHERMAN, 
CHARLES W. TURNER: 


WATER COMMISSIONERS. 


AMOS H. EATON, Term expires Jan., 1897. 
JOSEPH E. BEALS, Term expires Jan., 1898. 
FOSTER A. HARLOW, Term exptres Jan., 1899. 


SUPERINTENDENT OF FIRE ALARM. 
GEORGE F. DAY. 


ENGINEER AT PUMPING STATION. 
Aw R. GURNEY, 


NINE NGA ER Eo PORT 


—OF TH — ¥ 


BOARD OF ENGINEERS 


of the Fire Department. 


In compliance with Article 4, Section 6, of the By-Laws of 
the Fire District, we submit the following Report for the year 
ending December 31, 1895, giving in detail the condition of the 
Department and property of the District, together with a record 
of alarms and fires occuring during the past year, giving causes 
and losses on same, also the necessary recommendations for the 
ensuing year. 


Fire Department. 

The Fire Department consists of a Chief Engineer, four 
Assistant Engineers, one Hook and Ladder Company of 25 men, 
one Chemical Engine Company of 15 men, one Hose Company 
of 20 men, four hose companies of 8 meneach, and a Fire 
Police force of 15 men, making a total of 112 men in the 
Department. 

Buildings. 

There are five buildings owned by the District and used for 
Department purposes, and are located as follows: House on 
School Street, occupied by Hook and Ladder Company No. 1, 
Hose Company No. 1, Chemical Engine Company No. 1, and 
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the Board of Engineers. House on Oak street occupied by 
Hose Company No. 6, and also for battery room for the electric 
fire alarm. House on Courtland street eccupied by Hose Com- 
pany No. 2. House on East Main street, occupied by Hose 
Company No. 3, and house on May street occupied by Hose 
Company No. 4. All the houses have been painted the past 
year, and are in fair condition. 


Apparatus. 

The fire apparatus consists of one Hook and Ladder Truck, 
with equipment of ladders, hooks, etc., one No. 4 Babcock 
double tank Chemical engine, one Hose wagon and four Hose 
Reels. 

Hose. 

The District has about 5000 feet of hose that is in condition 
for Department use. 1000 feet having been purchased the past 
year. The hose is distributed as follows: Hose Company No. 1, 
1000 feet; Hose Company No. 2, S00 feet ; Hose Company No. 
3, Soo feet; Hose Company No. 4, 800 feet; Hose Company 
No. 6, 1600. | 

, Hydrants. 

There are 102 hydrants, 3 having been added the past year. 
All the above are in good condition, having been inspected and 
found in good working order. 


Electric Fire Alarm. 

We have 9% miles of line, 19 Signal Boxes, one No. 2 
Gamewell Bell Striker, one 4,495-lb. Bell, one Whistling Ma- 
chine, one 6-inch Steam Chime Gong, one 8-inch Gong for 
pumping station, and 9 Tappers on the line, 5 for Engineers’ 
houses, a 37-cell Battery, two Galvanometers, one Switchboard, 
and two Test Boards. We have in our system one private box, 
No, 81, on the Town Hall. There have been added this year 2 
Boxes. Engineer Geo. F. Day has had the care ofthe Fire 
Alarm and has attended to his duties faithfully. The system is 
fine condition. 
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Fires. 


There have been 4 fires the past year, 2 bell alarms and 2 
still alarms, with a fire loss of about $15,000. The fires are as 


follows: 


May 17, 10a. m., still alarm fora fire in the woods in rear 
of houses on South Main street near the railway crossing. Sent 
Chemical Engine, but fire was got under control without its 


being used. 


May 17, 1.35 p.m. First bell alarm from Box 45, fora fire 
in the woods near Col. Ryder’s houses, on the line of the Cape 
Cod railroad, responded to by Hook and Ladder Company, 
Chemical Company, Hose Companies 1, 2, 4, and 6. No dam- 
‘age to houses. 


May 1g. Still alarm fora fire in the woods on the south 
side of Grove Street, near the Taunton railway. Slight damage. 


July 15. 8.15 p.m., General Alarm from Box 55, for fire 
in the Le Baron Foundry. Loss, estimated $15,000. Insurance 
paid $13,000. The main building was well afire before the 
alarm was rung in, and the firemen did good work in saving the 
projections and surrounding buildings, particularly those in 
which valuable patterns and materials were stored. The engine 
and boiler room, with its contents, including machinery for the 
Steam Fire Gong was saved, almost intact; also the office. Nine 
streams were used on this fire, the greatest number used at any 
one fire since the burning of the Baptist church. The alarm was 
promptly responded to by the entire department. Recall for 
‘call out” rung in about 11 p. m., but members of Hose Com- 
panv No. 4 kept three streams on the ruins nearly all night. 


There have been other slight fires during the year, but no 
losses recorded. 
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Recommendations. 

We have recommended the purchase of additional hose, 
fire alarm boxes and additional steam gong or bell striker, for 
the fire alarm service. Also the placing of the service on two 
or more circuits, which articles were acted upon at the annual 
meeting. 

In conclusion we would extend our thanks to the different 
Companies, the Fire Police and the Water Commissioners ; 
also to the Prudential Committee for the manner in which they 
have performed their duties, and in caring for the property and 
finances of the District. 

Respectfully submitted, 
CHARLES W. KINGMAN, 


Chief Engineer for the Board of Engineers. 


ROSTER OF THE FIRE DEPARTMENT. 


STATION, SCHOOL ST., 
Badge. Name. Age. 
21 A. F. Whitcomb 29 
22 G. W. Perkins 28 
fee, Fe. Le Baron a7 
24 F. F. Churbuck 27 
25 C. W. Maxim 38 
200ee., 122 le Baron 2 

27. Bb: Tinkham 43 
28 A. F. Caswell a3 
29 John A. Caswell 25 
BOesoybD. oO: Keyes 43 
ar ©. E; Morrill 44 
Gee. tie Keyes 31 
Boe. Ise Keyes 4I 
peer... Pierce 43 
35 W. A. Coombs 29 
Goewc. Lovell 28 
37. C. E. Harlow 39 
epaeW 2k Day: 18 
poet. lo. Gay 51 
40 L.G. Whitcomb 28 
41 L. B. Mendall 27 
42 George Burnham 38 
43 H.C. Hopkins 2%} 
44 John Glass 34 
aco. L. Folger 28 


1896. 


HOOK AND LADDER COMPANY No, 1. 


BETWEEN CENTRE AND PIERCE STS. 


Rank. 


Foreman 
1st Asst. do 


2d Asst. do. 


Clerk 
Axeman 
Ladderman 
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Residence. 


Forest st 
Webster st 
Southwick st 
Webster st 
Forest st 
Grove st 
School st 
Water st 
North st 
Center st 
Arch st 
West st 
Center st 
Clifford st 
Southwick st 
Center st 
West st 
Forest st 
School st 
Arch st 
Peirce st 
Forest st 
Washburn st 
West st 

Oak st 


Occupation. 


Teamer 
Machinist 
Moulder 
Shoe Cutter 
Manufacturer 
Merchant 
Shoemaker 

6< 


Moulder 


6é 


“sc 


Carpenter 
Shoemaker 
Moulder 
Moulder 
Shoe cutter 
Laborer 
Shoe cutter 
Mail carrier 
Shoemaker 
Carpenter 
Moulder 
Electrician 


§ 


CHEMICAL ENGINE COMPANY No. 1. 


STATION, -OCHOOL, So te eDHIW Hi CENTRE AND PIERCE STS. 


Badge. Name. Age. Rank. Residence. Occupation. 

48 J. M. Luippold 58 Foreman Arch st Shoemaker 

47 C.F. Harrington 36 rst Assistant Pierce st Clerk 

57. Will J. Francis 26 2d Assistant Everett st Shoemaker 

49 Arthur H. Tripp Sr AHerk Pearl stan, Clerk 

51 Henry D. Smith 32 Engineman Everett st Druggist 

53 James J. Curley 43 Hoseman Clifford Shoemaker 

56 Josiah H. Cushing 40 Bucketman Center st Merchant 

54 Thomas Curley 4I Water st Shoemaker 

55 Michael Leahey 42 es Everett st Laborer 

58. T. F. Creedon 47 * Water st Florist 

Sou Willd. Clark 25 >: Oak st Shoemaker 
2 Will A. Green 21 a4 Barrows r 

60 Will M. Leahey 37 hi School st i 

50 Will Taylor 22 Oak st Clerk 


46 Sylvester L. Brett 
HOSE COMPANY No. 1. 


STATION SCHOOL ST., BETWEEN CENTER AND PIERCE STS. 


Badge. Name. Age. Rank. Residence. Occupation. 
99 I. M. Jenney 34 Foreman Pierce st Teamer 
104 M. W. Peasley 43.-1st-Asst. Rock st Hostler 

98 C. W. Barden 41 2nd Asst. Water st Upholster 
103 W. M. Chipman 28 Cl’k,h’d’man No. Main st Shoemaker 
200 B. B. Gibbs 23 1st Hoseman Water st Gateman 
97 George Macintosh 30 2nd e Center st Plumber 
101 Harrold S. Thomas 20 3rd i. Jackson st Butcher 
102 Rodney J. Keith 21, 4th a Pearl st Clerk 


HOSE COMPANY No. 2. 


STATION, COURTLAND ST., NEAR MAIN. 


Badge. Name. Age. Rank, Residence. Occupation. 

61 C. E. Endres 31 Foreman Oak st Shoemaker 
624 Eo Se Bates 27 rst Asst. cs Carpenter 

63 C. K. Mansfield 21 2nd Asst. Grove st Shoemaker 
64 J. F. Williams 29 Clerk 2 * 

65 W.C. Ashley 35 Hoseman- Everett st Painter 

66 QO. D. Allen 23 Hydrantman E]m st Shoemaker 
67 J. Lester Smith 24 Hoseman re Straw worker 


68 C.S. Vaughan 2I Ly Oak st Shoemaker 
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HOSE COMPANY No. 8. 


STATION EAST MAIN ST., NEAR STAR MILLS. 
Badge. Name. Age. Rank. Residence. Occupation. 
69 John F. Perry 35 Foreman Myrtle st Clerk 
70 Thomas Bray 35 1st Asst. Cl’k Coombs st Overseer 
73 H. Batchelder 35). 2d0-Asst. Montello st Shoemaker 
71 +S. B. Holmes 42 Hoseman E. Main st Machinest 
72 George Tripp 19 “h sé a as Fireman 
74 W.A.Cummings 41 Hydrantman Everett st Moulder 
76 Joseph Morris 30 eee E. Main st Barber 


HOSE COMPANY No. 4. 


STATION CORNER VINE AND MAY STREETS. 


Badge. Name. Age. Rank, Residence. Occupation. 
108 John Morrison 28 Foreman School st Expressman 
105 P. A. Grant 26 «st Asst. Montello st Moulder 

111 O. A. Lloyd 28 2d Asst. Southwick st Printer 

109 Thomas Boucher 35 Hydrantman Lovell st Moulder 

107 J. H. Galligan 34 % Lane st ry 

F120 |--)..oullivan 24 Hoseman Center st Shoemakcr 
106 L. F. Callan 23 ~ Clifford st Y 
mon).).. O’ Hara 347) Clerk Vine st + 


HOSE COMPANY No. 6. 


STATION OAK STREET, BETWEEN HIGH AND CENTRE STS. 


Badge. Name 

79 «A. J. Bailey 

$2 J. L. Le Baron 
Poet. Gay jr. 
86 <A. W. Peterson 
84 M. A. Merrick 
96 Frank Perkins 
got W. F. Chandler 
a7. A.N. Rogers 
88 A.M. Cushing 
mea ay, ). Brett 

94 W.G. Perkins 
92 John Reed 

85 C. F. Thomas 
83 John Boucher 


Wm. Curran 
Elrick Le Baron 
S. E. Bisbee 
A. L. Champlin 
Louis Drew 


Rank. 


Foreman 
Ist. Asst. 
2nd Asst. 
Clerk 


Residence. 
Everett st 
“é 
793 


Center st 


1st Hoseman Center st 


2nd +: 


6th at 


ee 


Everett st 


N. Main st 
Forest st 


Hydrantman Oak st 


2nd Hoseman Courtland st 


3d 73 
4th “cc 
5th : 


Montello st 


Center st 
Arch st 
Oak st 


Hydrantman No. Main 


Center st 


Chg of Wgn.Oak st 


Occupation 


Painter 
Teamer 
Painter 
Shoemaker 
Printer 
Engineer 
Shoemaker 
ce 
Butcher 
Teamer 
Moulder 
Butcher 
Shoemaker 
Painter 
Shoemaker 
Teamer 
Shoemaker 
Teamer 
Shoemaker 
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FIRE POLICE. 


Name. Rank. 


Francis M. Sherman Captain 
Homer R. Caswell Ist Sergean 
Henry W. Sears 2d 4 
5.5. Lovell 

A. P. Vaughan 

hee Lincoln 

O. L. Barden 

L. M. Alden 

Wm. O. Penniman 

Samuel Shaw 

Nelson Shaw 

C. E. Bump 

B. F. Baker 

D. S. Surry 


James S. Russell Clerk 


Residence. 


High st 


Center st 
S. Main st 


Center st 
School 
Water st 
Myrtle st 
Oak st 
School st 
Center st 
Everett st 
Arch st 
School st 
Center st 
Star ave. 


Occupation. 


Foreman 
Shipping Clerk 
Lumber dealer 
Road surveyor 
Carpenter 
Deputy sheriff 
Barber 
Gunsmith 
Shoe manuf’r 
Fruit dealer 
Hack driver 
Shoe cutter 
Painter 

Stone worker 
Clerk 


ityy | 


REPORT OF PRUDENTIAL COMMITTEE. 


MIDDLEBORO 


FIRE DISTRICT FOR 1895. 


The appropriation for current expenses and interest for the 


year 1895 was $3,000. 


Bills for the following amounts have been approved by your 
Committee and paid by the Treasurer, including the purchase of 
2 Fire Alarm Boxes, and 1,000 feet of Hose; provided for by 


special appropriation. 
Fuel, - - . 
Printing, - - - 
Gas, - - - 
Registration of Voters, 
Collection of taxes, 
Repairs and Labor, 
Supplies, - . 
Painting, - - 
Steam Power for Gong 
New Fire Alarm Boxes 
New Hose, - - 
Care of Fire Alarms, 
Pay Roll of Officers, 
Pay Roll of Fire Police, 
Pay Roll of Stewards, 


Pay Roll of Hose Co. No. 1, - - - - - 
Pay Roll of Hose Co. No. 2, - - : Same. 
Pay Roll of Hose Co. No. 3, - - - - - 
Pay Roll of Hose Co. No. 4, - - - % 
Pay Roll of Hose Co. No. 6, - . - - - 


Pay Roll of Hook and L 


adder Co. - . - - 


Pay Roll of Chemical Engine Co. - - “ ¥ 


Miscellaneous Expenses, 


GEO. L. SOULE, 


F. M. SHERMAN, 
CHARLES W. TURNER, 
ty Saw eee OE 


Prudential Committee, 


p 59 21 


61 75 
yoke fe 
15 00 
64 63 
51 96 
138 50 
neon AD 
oe 
100 00 
450 00 
200 ©0 
245 00 
64 92 
100 0O 
I1g 50 
126 50 
130 00 
128 50 


ie Hs 


369 50 
217 50 
65 81 


$3,244 97 


ASSESORS’ REPORT. 


VALUATION oF FIRE DISTRICT, 1894 AND 1895. 


1894. 1895. 
Personal property, $354,495 $347,566 Dec. $ 6,929 
Real estate, 2,226,899 2,297,075 Inc: |. yosrys 
$2,581,394 $2,644,641 NetInc. 63,247 
Total tax assessed, - - - ~ - - 4,760 72 
Tax voted by the District - - - - - 4,725 00 
Overlay, - - - - - - - - $35 72 


Rate of taxation, 1895, $1.80 on $1,000. 


ALBERT T. SAVERY; 
EDWIN F. WITHAM, 
CHARLES W. KINGMAN. 


Assessors of the Town of Middleboro. 


COLLECTOR'S REPORT. 


FOR YEAR 1894. 


A. M. BEarRSE, COLLECTOR, 


IN ACCOUNT WITH MiIpDLEBORO FirE District, DR. 


To Cash on hand es if need - - : - $ 82 34 
Taxes uncollected, - - - - - 342 34 
Taxes added  - - - - - - : - 13 QI 
Interest collected - - . - - - - 18 02 
$456 61 
CR. 

By cash paid F. A. Harlow, Treasurer, $429 11 

Amount of taxes remitted by Assessors, 27 50 
| $456 61 


Leaving zo balance due the Fire District for the year 1894. 


FOR YEAR 1895. 


A. M. BEARSE, COLLECTOR, 


IN ACCOUNT WITH MiIppLEBORO FIRE District, DR. 


To taxes committed by Assessors for 1895, - $4,760 72 
Interest collected, - - - - - - - ees 
$4,763 go 
Cr. 
By cash paid F. A. Harlow, Treasurer, $4,199 28 
Amount of taxes remitted by Assessors, 77 
Amount of taxes uncollected, - . - 560 85 


$4,763 90 
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COLLECTOR’S REPORT. 


( Concluded.) 


The following amount of taxes for the Fire District have 


been committed to me for collection by the Assessors. 


The same 


having been previously committed to the late Charles T. 


Thatcher, and are now past due. 


Taxes uncollected for 1889, - 
1890, - 
1891, - - - - 
1892, - 
1893, R : ¢ 


66 66 


Respectfully submitted, 


" 


A. M. BEARSE, 


Sra 
- 3, 60 
- 2 40 
+) oe 
- 57 02 

$77 83 


Collector. 
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Treasurer's Report. Fire Department. 


FOR 1895. 
Balance brought forward, ’ Se aps Sale 
Received from loans, . 1,775 OO 
Received from A. M. Bearse, feotisetor: 4,628 39 
Pecewed tron: ©. (0. Thateher,,, Gh 3k QO 
meceived for old zinc, : : : 17 CO 
Received for badges F o : 100 $7,270 16 
PAID. 
Notes and interest, . : $2,597 14 
Prudential Committees’ eres: , 35244 97 
Water Department, . 4 : 50000 $6,342 11 
$928 05 
The District now owes :— 
Note due November 1, 1896, : . $500 00 
Hi + 1897, : ; ; ‘ » 500 00 
APN a 1898, : ; . 500 00 
Se ss 1899, : ; . 500 00 
aa: aM 1g00, ° : ; : » 500 00 
he ‘ IQOl, : : : ‘ -. 500-00 
a ah 1902, . . : ‘ - 500 00 
Other indebtedness about ‘ ie - goo oo 


F. A. HARLOW, 7vreasurer. 


Examined and found correct, 


AMOS H. EATON, 
For the Water Board. 
evi oewW. LURNER. 
for the Prudential Committee. 
CHARLES W. KINGMAN, 
For the Board of Engineers. 
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Treasurer's Report, Water Department 
FOR 1895. 


CONSTRUCTION ACCOUNT. 


Received from Commissioners, : <B> Gox 7a 
Transferred from Maintenance account . 1,925 27 $2,529 O1 
PaID. 

Commissioners’ orders,. : : : $2,529 OI 
MAINTENANCE ACCOUNT. 
Balance from 1894, : : ot Seedy ea 
Received from Commissioners, . ~ 25168 AS 
4 ‘ef ‘interest, account ae ; 28 38 
‘ ‘Fire Department,a« 500 00 $12,713 97 
PAID. 
Commissioners’ orders, . ; ; - $4,189 14 
Notes and Interest, : ‘ b) 25264 550 
Interest on Bonds, f ‘ ; Mee ry ieee 
Sinking Fund, : 3 i : f Tate DOsOo 
Transfer to Construction account, . . 1,925 27 $12,633 o1 
Balance, $75 06 


F. A. HARLOW, 7reasurer. 
Examined and found correct, 


AMOS H. EATON, 
Foor the Water Board. 
CHARGES WaDURNE RS 
For Prudential Committee, M. F. D. 
CHARLES W. KINGMAN, 
for the Board of Engineers. 


TENTH ANNUAL REPORT 


OF THE 


WATER COMMISSIONERS. 


The Water Commissioners herewith respectfully submit 
their tenth annual report, Seats the work of the department 
for the year 1895. 

The Board organized for the year by choosing A. H. Eaton 
as chairman and Joseph E. Beals as clerk and superintendent, 
with the same organization as trustees’ of the Sinking Fund. 
At the meeting of the District, Dec. 18, 1895, Foster A. Harlow 
was elected commissioner for the term of three years, to succeed 
himself. 

During the year the Sinking Fund has been increased 
$1,500 from the regular income, and $62.33 from interest on in- 
vestments. A bond due September 1, 1895, has been paid, 
leaving $2,134.31 now in the fund, or more than enough to pay 
the bond due September 1, 1896. All extensions have been 
made from income without the issue of any new bond during 
the year. The temporary loan outstanding at the beginning of 
the year has been paid and no new one made. The amount of 
bonds now outstanding is $67,500. 


Extensions. 

Extensions have been made to main and sérvice pipes at a 
cost of $1,925.27, making the net cost of the works to date 
$104,390.09. The cost of making extensions has been met by 
a transfer of the amount from Income and Maintenance account. 
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The following extensions were made during the year :— 

Vine street, 511.5 feet. of 6-inch, from the corner of May 
street to Center street, 6 feet of 6-inch hydrant branch, 2 gates, 
6-inch, and one hydrant. A new 6-inch gate was set in Center 
street in line with the west side of Vine street. 

Arlington street 706.5 feet of 6-inch, from Center around to 
Lane street, 6 feet of 6-inch hydrant branch, 2 gates, 6-inch, 
and 1 hydrant. 

Sumner Avenue 175 feet of 6-inch from Arlington street 
northerly to a point near the new grist mill of Henry Soule, and 
1 6-inch gate. 

Lane street 104 feet of 4-inch, from a point near the house 
of Thomas W. Clark, northerly to its junction with Arlington 
street. Also, 566 feet of 6-inch from the corner of Le Baron 
avenue northerly to Center street, 6 feet of 6-inch hydrant 
branch, 2 gates, 6-inch, and one hydrant. 

A fire service of 4-inch cast iron pipe, with 2 gates was put 
into the cellar of the new Savings Bank. 

Total length of pipe of all sizes to date as follows :— 


12-in. ro-in. 8-in. 6-in. 4-in. Total. 
Before 1895, 5,452.5 8,014.5 4,028.0 44,685.5 9,166.8 71,347.3 
In 1895, 1,971.0 104.0 2,075.0 


5,452.5 8,014.5 4,028.0 46,656.5 9,270.8 73,422. 3 


Or nearly 14 miles. 


Hydrants set during the year, 3; whole number, . ; 102 
Gates set, 8, 6-inch; 2, 4-inch; whole number, . , 140 
Service pipes put in during the year, . : : : 27 
Number of services to date, . ; ’ : : ; 700 
Number now taking a ALEE ars : - : 697 
Feet of service pipe put in during the year, : : 1,431 
Feet of service pipe put into date, . : : . 41,268 
Feet of service pipe within street line, : ; 1 SEG sebS 
Motors in use (5 church organs and 1 coffee grinder) 

Meters set during the year, . ‘ : ; ; : 17 


Meters in use, . : : ‘ ARES + : 256 


Se, 


Of the meters in use there are 83 Crown, 51 Hersey, 31 
Hersey Disc, 56 Nash, 2 Empire, 1 Equitable, 1 Gem, 24 
Thomson, 4 Neptune, 3 Trident. Sizes: % and 56-inch, 227; 
34-inch, 16; 1-inch, 8; 2-inch, 3; 3-inch, 1. 


Pumping Station and Lot. 


Mr. A. R. Gurney has continued in charge of the pumping 
plant during the year, assisted by Mr. C. Dorigan a portion of 
the time while overhauling the pumps and making needed re- 
pairs. A considerable portion of the muddy point projecting 
into the river was taken off during the time last winter when the 
- water was low, and the mud was deposited on high ground to 
dry for future use. Gravel filling has been deposited to some 
extent along the edge of the river filling to a grade above high 
water. The grass on the lot was sold for 70 loads of filling. 


Ceneral Remarks. 

Only one or two leaks have been discovered in our main 
pipe lines during the year, and two or three in our service pipes, 
and all have received prompt attention.. 

As will be noticed in our financial statement, we have been 
subjected to quite an expense in lowering pipes in Coombs and 
Vine streets, the necessity for which was caused by the lowering 
of the grade of the street and the consequent fear of frost. 

A summary of statistics arranged according to the sugges- 
tions of the New England Water Works Association will be 
found appended; also a statistical table of pumping station 
records, and a table of the results of the examinations of a num- 
ber of samples of water which have been sent for analysis 
during the year to the State Board of Health. 

The following is the financial statement : 
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income and Maintenance Account. 


Collected by Commissioners and paid to Treasurer :— 


For water by schedule and meter rates, . : $10,655 94 
For water by town for public uses, . ; 1,500 00 
For water by fire department hydrants, etc., . 500 0O 
For interest on bank balances, . : : 28 38 
Borrenairs :etc wma. ‘ , : : ; 12 54 
Total receipts on maintenance account, $12,696 86 

Balance in treasurer’s hands Jan. 1, 1895, 17 21 

$12,713 97 


Orders drawn on Treasurer as follows :— 
A. R. Gurney, engineer at pumping station, $750 00 


Sundry labor bills on lot and station, s 622 247 
Sundry bills for filling on lot, . : 245 74 
James L. Jenney, coal, °. . 925 00 
Electric lighting, 13 months, . ; ; 39 00 
Cylinder oil,» -, : . ; 22.50 
Sundry bills for pipes, Fttinee: oui eine waste, 
repairing tools, supplies, etc., 89 58 
Jones Bros. furniture, etc., ; . F 25 00 
Pumping Station expenses, ; : $2,719 09 
Telephone rent, one-half year, . : - 42 50 
Office rent, one year, 4 35 00 
Printing and advertising ; 39 00 
Sundry bills for relent: poate) ea presssetce re Ui 
Labor account, inspection and repairs, . 129 32 
Meter repairs,’ . : : : : ; WH 8 
Blacksmithing repairs, : ; 13 24 
Sundry bills for supplies and Be arate : 38 18 
Grading done on stand pipe lot, ; : 63 75 
Lowering pipe in Coombs street, . : 56 75 
Lowering pipe in Vine street, ;" *eroo 27 


Commissioners for 1895, as per vote of Dist. 300 00 
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J. E. Beals, clerk and superintendent, . 60000 


General expenses, 
Interest on bonds and temporary loans, 

Total expenses, including interest, 
Balance of income after paying expenses and 


interest, . i ; F : 
Paid into sinking fund, ? . ; $1,500 00 
Paid temporary loans, . ; ; : 2,250 00 
Transferred to construction account, . 1,925 247 


Balance in treasury, Jan. 1, 1896, 


Construction Account. 


Collected by Commissioners and paid Treasurer: 


For putting in services, sale of pipe, MCtErs sets. 
Transferred from income and maintenance account, 
Total construction receipts, 
Orders drawn on the Treasurer as follows :— 


Warren Foundry & Machine Co., pipe and 


$1,470 05 
2,774 50 
$6,963 64 


$5750 33 


$5,675 24 
$75 06 


$ 603 74 
1,925 27 


$2,529.04 


specials, : ; CT AL2 
Ludlow Valve M’f’g. Co., gates bane Rud eante 297 58 
Bingham & Taylor, gate boxes, ; 3 35 00 
Chadwick Lead Works, pig lead, . GaaN4 
Builders’ Iron Foundry, specials, : 15 63 
New Bedford Cordage Co., rope gasket —. 10 78 
Walworth M’f’g. Co., pipe cutter, . : 27 00 
Labor, pipe laying, , ; Pe 346.63 
Sharpening and repairing ale ; ; 24 34 
Freight on pipe, hydrants, etc., ; , 64 24 
Sumner & Goodwin, gate boxes, ; ‘ 13 40 
Highway department, iron girder, etc., -. | 19 67 ° 


T. W. Peirce, labor and supplies, . : 36 oO 


ZZ 


J. E. Beals, services on pipe one ; 75 00 
Oil; teaming,“ ctess ae : 3 1 QI 
Expenditures on main pipe account, $1,813 60 
Labor on service pipes, . eon tAALSO 
Sumner & Goodwin, pipe and fittings, PLS TOC 
D. A. Trefethen, valves and corporations, 86 61 
A. G. Hayes, lining pipe, lead ae etc., go 89 
Thomson .Meter Co., meter, . : 16 90 
Hersey Meter Co., meters, : ; REA y 62 19S 
National Meter Co., meter, ; ‘ : 9 90 
Neptune Meter Co., meter, : ‘ ; 8 45 
Chadwick Lead Works, lead pipe, . : 6 26 
T. W. Pierce, labor, etc., : : ; 39 28 
Freight, express, etc., : ; ‘ : 15 26 
Expenditures on service pipe account, $715 41 
Total expenses,—construction account, . ; ~ $2,529 o1 
| Less amount received for pipe, meters, etc., 603 74 
Net cost, construction account, 1895, ; ; $1,925 27 
Cost to Jan. 1, 1895, : : 102,464 82 
Total cost to Jan. 1, 1896, . ; ; ; $104,390 09 
Bond paid during the year, ; $1,500 00 
No bond issued during the year. 
Bonds outstanding Jan. 1, 1896, ; ; . $67,500 00 
Amount in Sinking Fund, : : : 2,134 31 


Respectfully submitted, 
AMOS H. EATON, 
JOSEPH E. BEALS; 
FOSTER A. HARLOW, 
Water Commissioners. 


Middleboro, Jan. 1896. 
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SINKING FUND ACCOUNT 


FOR (895. 
Balance at beginning of year, . ; $2,071 98 
Recd. interest, Middleboro Savings Bank, 47 06 
ns ee IN By pate’ Depiice-Ts Cox 27 
ae from District Treasurer, : . 1,500 00 


Paid Bond due Sept. 1, 1895. 


Invested as follows :— 


New Bedford Safe Deposit & Trust Co., $171 71 
Middleboro National Bank, : . 750 00 
Middleboro Savings Bank, d é ks 21200 


AMOS H. EATON, 
JOSEPH E. BEALS, 
F. A. HARLOW, 


$3634 31 
1,500 00 


$2,134 31 


$2,134 31 


Commessioners of Sinking Fund. 


Middleboro, Jan. 1, 1896. 


SUMMARY OF STATISTICS 


FOR 1895. 


MIDDLEBORO WATER WORKS, PLYMOUTH CO., MASS. 


Population of town by census of 1895, 6,692; of Fire District, 4,141. 
Date of construction, 1885.. Owned by the Middleboro Fire District. 
Source of Supply,—large well south of village, near Nemasket river. 
Mode of supply,—-pumping to standpipe. 


PUMPING. 


1. Builders of pumping machinery, Deane Steam Pump Co. 
ay . 6. Bituminous. 

2. Coal used: d. Brand: George’s Creek. Pocahontas, 

é. Price per gross ton delivered, $4.75 and $4.50. 

Coal consumed, 456,580 pounds. 

Total fuel consumed, 456,580 pounds. 

Total pumping tor the year, 77,833,000 gallons. 
Average static head against which pumps work, 180 feet. 
Average dynamic head against which pumps work, 201 feet. 
‘Number of gallons pumped per pound of coal, 170.58. 

Duty of pumps, 28,571,637. 


OO SI ANY 


COST OF PUMPING FIGURED ON PUMPING STATION EXPENSES, 
VIZ.: $2,719.09. 
it. Per million gallons raised against dynamic head into standpipe; 


$34.93- . 
12v Per million gallons raised one foot high (dynamic), 17.4 cents. 


COST OF PUMPING FIGURED ON TOTAL MAINTENANCE, VI1Z., $6,963.64. 
13. Per million gallons raised against dynamic head into standpipe, 


$89. 47. 
14. Per million gallons raised one foot high (dynamic) 44% cents. 
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W Net cost of works to date, $104,390.09 


X Bonded debt at this date, $67,500. 
V Value of sinking fund, $2,134.31. 


Rate of interest 4 per cent. 


es 


Consumption 


Estimated total population at date—of town, 7,000; of Fire District 


4,200. 


Estimated population on lines of pipe, 4,000. 


Estimated population supplied, 3,700. 


Total number of gallons consumed during the year, 77,883,00. 


Average daily consumption, 213,378. 


Gallons per day to each inhabitant of District, (1), §1. 
Gallons per day to each consumer, (3), 57%. 
Gallons per day to each tap, (Distribution, 22), 306. 


DISTRIBUTION. 


MAINS. 


Kind of pipe used, cast iron. 
Sizes, 4-inch to 12-inch. 
Extended, 2,075 feet. 

Total now in use, 14 miles. 
No. of leaks, two to 14 miles. 
Hydrants added, 3. 

Number now in use, 102. 

Stop gates added, to. 

Gates now in use, 140. 
Blow-off gates, 5. 

Range of pressure on mains at 
Centre for day and night, 45 to 
60 pounds. 


SERVICES. 


Kind of pipe used, lead and 
wrought iron lined with ce- 
ment. 
Size, 3-inch to 2-inches. 
Extended, 1,431 feet. 
Total in use, 41,268 feet. 
Service taps added, 27. 
Number now in use, 697. 
Average length of service laid 
during the year, 55 feet. 
Meters added, 17, 
Meters now in use, 256. 

a Domestic, 240. 

& Manufacturing 16. 
Motors added, o. 
Motors now in use, 5 church or- 
gans and one coffee-grinder. 
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Commonwealth of Massachusetts. State Board of Health, 


WATER ANALYSIS, MIDDLEBORO. PARTS IN 100,000. 


| Ss 3 S Sane 
No. of | Date of | Appearance. 2 Fe Ammonia. = Nitrogen as 2 E | & 
Sample. Clete. a ke | & = 

| Texbiciry.| Sediment. Color.| * bs Free. | Albuminoid. | O Nitrates. | Nitrites. ° Oo}; = = 
13,612 | Jany. 72 a | None. | None. 0.03 | 7.30 | -0000 .OO12 .82 | .1300 0000 | 0429 | 2.9 | .0070 
13,773 | Feby. 6 | None. None. 0.00 | 7.40 | .0006 .0028 81 | .1050 0000 | .0316 | 3.0 | .0070 
13,939 | Mar. 6, “| None. None. 0.00 | 7-70 | .0000 .0008 .78 | .0980 | .0000 | .0462 | 2-5 | .0050 
14,093 | Apr.3, “ | None. None. 0.00 | 7.10 | .0000 0014 | .78 | .1000 .0000 | .0462 | ‘3.1 | -0060 
14,258 / May7, “ | None. | None. 0.06 | 7.70 | .c00O 0024 | .85 | .1100 | .0000 | .0385 | 2.5 | .c0go 
14425 U JaUE st None. | None. 0.04 | 7.40 | -0000 0030 -75 | .0320 -0000 | .1140 | 2.3 | .0160 
14,603 | July 1o, “ None. | None. 0.08 | 5.90 | -0000 0054 | .68 | .o280 | .ooo1 | .1343 | 2.3 | -o100 
14,784 | Aug.7, “ None. | V. slight. | 0.13 | 6 10 | .0000 .0040 .68 | .0500 | .COOI | .1404 | 3.0 | .0420 
14,979 | Sept. 4, “ None. | None. | 0.15 | 6.50 | .cO0O .0046 65 | .0300 | .O0O1 | .1347 | 2-2 | .o420 
15,320 | 2 fe aly mmm | None. | V. ll ee | 0.12 | 5.80 | .0002 .0028 | .66  .0280 | .0000 | .1186 | 2.3 | .0420 
15,485 | Nov.6, “ | None. | None. | 0.08 | 5.60 | .o000 C022. | -.7 0520 | .0000 | .0819 | 2.1 | .0230 
15.679 | Dec.4, “ | None. | V. . slight. | 0.07 | 6.40 | .c000 0032. | -73 | -0620 | .0000 | .0741 | 2.6 | .o160 


Samples all taken from faucet in pumping station while pumping. Odor of 13,612 very faint, or none on heating; 
of 14,603 faintly vegetable; of 15,321, faintly vegetable on heating; all others, none. 


Articles in the Warrant 


For Fire District Meeting, Dec. 18, 1895. 
Adjourned to April 29, 1896. 


ArT. 1. To choose a moderator to preside over said meet- 
ing. 

ArT. 2. To choose all necessary officers for the district 
for the ensuing year, and one water commissioner for three 
years. 

ArT. 3. Tosee if the District will pay their officers for 
the ensuing year and act thereon. 

ArT. 4. To see if the District will pay the members of the 
fire police and the members of the several fire companies, also 
the stewards for their services for the ensuing year and act there- 
on, 

ArT. 5. To see if the District will authorize the Board of 
Engineers to contract with some person to have charge of the 
electric fire alarm and regulate the pay for same. 

Art. 6. Tosee if the District will authorize the purchase 
and location of one or more additional fire alarm boxes the 
present year and act thereon. 

Art. 7. Tosee if the District will purchase additional 
hose for the use of the fire department and act thereon. 

Art. 8. To see if the District will place its fire alarm 
system on two circuits or put in test boxes or act thereon. 

ArT. 9g. To see if the District will put electric lights in 
its houses and act thereon. 

Art. 10. Tosee if the District will authorize the location 
of an additional steam gong or bell striker for the fire alarm 
service and act thereon. : 

ArT. it. To seeif the District will authorize the pur- 
chase of a piece of land of Everett Robinson Esq., on Wareham 
street, for the purpose of erecting a stand pipe and act anything 


thereon. 
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ArT. 12. To see if the District will authorize the laying 
of a line of water pipe in Wareham street from the junction of 
Fairview street to a point near the top of the hill and act thereon. 


ArT. 13. To hear reports of all officers, committees or 
agents of the District and act thereon. 

ArT. 14. To make such appropriations as may be neces- 
sary to carry the foregoing articles into effect and provide funds 
for the same and act thereon. 


ArT. 15. To raise such sums of money as the District 
may see cause by tax or otherwise, and appropriate the same, 
and act in relation to raising the same as it may seem expedient. 

The meeting stands adjourned to Wednesday evening, Apr. 
29th, at 8 o’clock in the West room. 
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